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(INKED WITH 
GANGSTERS 
BY WITNESS 


Fdna C. Booker, Daughter 
of Slain John cs John- 
son, lestifies Kelley De- 
fendant Called on Her in 
Prison at Jefferson City. 


TELLS OF VISITS BY 
3 OTHER ACCUSED 


Says in Deposition That 
Rosegrant, Davit and 
McDonald Called, Ac- 
.companietd by Her 
Father, on Three Occas- 


ions. 


2 Rosegrant, Bart Davit | 
; Felix. McDonald, defendants in 
Kelley kidnaping case, visited 
penitentiary at Jefferson City 
ree occasions in company with 
Johnson, Negro, who sub- 
otiy was murdered when he 
a State’s witness in the 
Johnson’s daughter, Edna 
Booker, testified in depositions at 
layton today. 
The witness, who is serving a life 
term the murder of another 
Necro woman, testified that her 
father and the three men first vis- 
ted her at the prison in late Au- 
early September of 1930. 
rh's was less than 10 months be- 
‘he kidnaping of Dr. Isaac D. 
on April 20, 1931. 
Story of the Visits. 
nen my father made me ac- 
‘ed with Mr. Rosegrant, he 
i he was a Mr. Smith,” she tes- 
“IT knew him as Mr. Smith, 
ter IL saw him in the show-up 
‘ee at Clayton and his name was 
errant.” 
oe witness testified she was 
22n visited by the group either 
" May 7 or 8, 1931. Their last 
she said, was in July or Au- 
ist, 1932. 
What was the purpose of their 
-'s°” she was asked. 
They told me they were going 
elp my father get me out of 
».’ she replied, and defense 
el went on to another line of 
‘joning. 
“ays Mrs. Muench Visited Her. 
“(na Booker declared that Mrs. 
> Tipton Muench, 4736 West- 
‘er place, also a defendant in 
idnaping case, visited her in 
nm, in company with Rosegrant 
Oavit. This, she said, was in 
1932, more than a year 
the Kelley kidnaping. 
said Mrs. Muench greeted 
‘s she came on the porch of 
"ison and remarked, “You are 
®-looking girl, your father 
of you so much.” She was 
‘Ked to give any further ac- 
of this. 


for 


FAIR TONIGHT, 
WARMER AND 
FAIR TOMORROW 


22 ROOM... ccc. BS 
1 ad sossp ste 


a. m. 3 

*Indicates street reading. 

Yesterday’s high 77 (11:30 a. m.); low 
54 (11:50 p. m.). : 


Official forecast 
for St. Louis and 
vicinity: Fair to- 
night and tonior. 
row; warmer to- 
morrow. 

Missouri: Gen- 
erally fair tonight 
and tomorrow; 
warmer  to- 
‘morrow, and in 
west portion to- 
night. 

illinois: Gener- 
ally fair tonight 
and tomorrow; 
slightly cooler in 
“east portion to. 
night; somewhat 
warmer tomor- 
row. 

Sunset 5:59. sun- 
j set (tomorrow) 
5:49. 


WEATHERBIRD 
REG. U. 6. PAT. OFF. 


Next Week’s Weather Forecast. 
By the Associated Press. 

CHICAG®SO, Sept. 22.—Weather 
outlook for the period Sept. 24 to 
29: For the upper Mississippi and 
lower Missouri valleys and _ the 
Northern and Central great plains: 
Precipitation period beginning of 
week and probably again within 
latter half; frequent alternations in 
temperature. 


TWO ROBBERS GET $7704 
IN RUSSELLVILLE, KY., BANK 


Tie Up Four Persons, Slug Another 
and Take Auto Away 
From Farmer. 

By the Associated Press. 

RUSSELLVILLE, Ky., Sept. 22.— 
The Southern Deposit Bank of Rus- 
sellville was robbed of $10,000 in ne- 
gotiable bonds and $7704.58 in cash 
today by two men, who tied up four 
persons and slugged another. 

Tom Garrison, Negro janitor; 
Lewis Richardson, cashier; the 
Rev. O. W. Yates, a Baptist min- 
ister and former president of Bethel 
College here, and C. Y. Williams, 
in charge of the bank’s home loan 
office, were tied up and made to 
lie on the floor. A Negro, Henry 
Long, of Cave Spring, Ky., was 
slugged. 

In escaping, the robbers held up 
Prave Johnson, a farmer, took his 
sedan and left a brown sedan with 
a Tennessee license. 

Posses were searching this part 
of the State a few minutes after 
the men left the banks. 

Twenty National Guardsmen with 
rifles and pistols were sent to the 
Sehchoh Woods, 15 miles from here, 
when the robbers were reported 
cornered there. 


LONDON POST: “REMARKABLE 
PIECE OF CRIME DETECTION” 


Pictures of Hauptmann and Cabled 
Stories of Arrest Printed in 
English Papers. 

By the Associated Press. 


LONDON, Sept. 22.—The London 


Bruno Richard Hauptmann in the 
Lindbergh baby kidnaping was “one 
of the most remarkable and most 
methodical pieces of crime detection 
in American police annals.” 
Detailed cabled stories were 
spread across the front pages of 
English papers this morning. Pho- 
tographs of Hauptmann and his 
were 


LINDBERGH 

INQUIRY RUNS 
10 EVIDENCE 
ON MURDER 


Officials Announce Haupt- 
mann Worked in Lumber 
Yard From Which Wood 
Used -for Kidnaper’s 
Ladder Was Taken. 


EXTORTION CASE 
CALLED ‘IRON-CLAD’ 


New Jersey Will — 
Cautiously, Governor An- 
nounces—He Has Not 
Yet Signed Extradition 
Papers. 


By the Associated Press 
NEW YORK, Sept. 22.—With an 
“ironclad” extortion case against 


Post says the tracking down of’ 


Bruno Richard Hauptmann, author- 
ities today concentrated their ef- 
forts on a search for evidence defi- 
nitely linking him with the actual 
kidnaping and murder of Charles 
A. Lindbergh Jr. 

It was announced that the pris- 
oner had been connected with the 
ladder used to take the baby down 
from the bedroom from which he 
was kidnaped on the night of March 
1, 1932. Hauptmann once worked 
in the lumber yard from which the 
wood used in the ladder was ob- 
tained. 

It also was announced that night 
field glasses had been found in 
Hauptmann’s home. 

Hauptmann, the 35-year-old fugi- 
tive German criminal, who was ar- 
rested after a $10 bill he used to 
pay for gasoline was identified as 
part of the $50,000 ransom money, 
was subjected to eight hours of 
steady questioning until early this 
morning by District Attorney Sam- 
uel J. Foley of the Bronx, at the 
conclusion of which Foley said: 

“I feel satisfied we have an iron- 
clad case in the Bronx.” 

That, he made clear, applied only 
to the extortion charges on which 


RAINBOW WINS, EVENS 


SCORE IN THE CUP RACES 


° 


Camera Records of the Lindbergh Kidnaping Prisoner 


Hauptmann is held. So far as the 
kidnapping and homicide are con- 
cerned, those charges will be prose- 
cuted in New Jersey. 
Attorney-General David T. Wil- 
entz at Perth Amboy, N. J., today 
said that “no extradition” papers 
have been signed by Gov. Moore as 
yet.” This was in direct contradic- 
tion to a report from one of the 
Governor’s aids yesterday that an 
extradition warrant charging homi- 
cide had been signed and was ready 
for service when needed. 
Information that the former car- 
penter was definitely connected 
with the ladder came from Col. 
H. Norman Schwarzkopf, head 


of the New Jersey State Police, who 
said that Hauptmann had worked 
in the Bronx lumber yard whence 


AID OF DILLINGER 
KILLED, PAL SHOT 


IN PRISUN BREAK 


Charles Makley Fatally 


Wounded in Dash With | 
Using 


Harry Pierpont, 
‘*Pistol” Made of Soap. 


By the Associated Press. 

COLUMBUS, O., Sept. 22.—Two 
Dillinger gangsters—Harry Pier- 
pont and Charles Makley—tried to- 
day to duplicate the feat of their 
chief in escaping with fake pistols 
aid were shot by guards in Ohio 
State penitentiary. Makley died of 
his wounds. Pierpont is in serious 
condition. 

Pierpont and Makley were sen- 
tenced to death for the murder of 
Sheriff Jess Sarber in their rescue 
of John Dillinger from the Lima 
(O.) jail. It was from the jail at 
Crown Point, Ind., that Dillinger 
escaped by using a wooden pistol. 
He was killed a short time ago at 
Chicago by Federal agents. 

The fake pistols used today were 
made from soap. 

Deputy Warden J. C. Woodward 


took them to the warden’s office | 


and showed them to the newspaper 


| 


' 
i 
? 


| 


713 MEN KILLED 
IN EXPLOSION IN 
WELSH GUAL MINE 


300° Workers Escape From | 


ABOVE. BRUNO RICHARD HAUPTMANN making a record of | 

his finger prints; right, the official police photo; HAUPTMANN | 
im.auto arriving at court, and a picture of him in German uniform | 
evidently taken just after the close of the World War. 


GERMAN PRESS STILL 
SILENT ON NATIONALITY 


Nazi Officials Express Hope 
Nation Won't Suffer from 
- Hauptmann’s Arrest. 


By the Associated Press. 
BERLIN, Sept. 22.—While 
widowed mother of Bruno Richard 
Hauptmann wept today at her home 
in Kamenz, Nazi officialdom  ex- 


pressed the hepe that the German |ica as a poor emigrant in 1925, but 
nation would not suffer stigma as|was able by 1932 to support mem 


HAUPIMANN'S OTHER 
MAN DEAD IN GERMANY 


the |. 


Relatives Tell of Return of. 
Friend Who ‘‘Gave Ransom 
Money” to Prisoner. 


(Copyright, 1934.) 
LEIPZIG, Sept. 22.Isidore Fisch, 
named by Bruno Hauptmanr. as 
the man who gave him the Lind 
bergh ransom money, went to Amer 


LOSES LEAD 


ONCE BUT 
REGAINS IT 
—ONLAST LEG 


Harold S. Vanderbilt, Skip- 


per of the Defender, Out- 
sails the English Chal- 


lenger of T. O. M. Sop- 
with in Brisk Wind. 


MOST THRILLING 


RUN OF THE SERIES 


Crowd Slow in Gathering 


at Newport, Rhode 
Island, and Fewer in 
Number Than on Prev- 


ous Days. 


By the Associated Press, 


NEWPORT, R. L, Sept. 22. — 
Rainbow defeated Endeavour to- 
day for its second victory in the 
America’s Cup series. The series 
now stands at two each. Four 
victories are required. 


By the Associated Press. 


NEWPORT, R. IL, Sept. 22.—In 


a thrilling see-saw encounter the 
d-fending American yacht Rainbow 
today regained the lead from the 
English 
which had trailed by 27 seconds at 
the first mark, to show the way 
/around the 20-mile buoy by 59 sec- 
onds 
America’s Cup series. 


challenger Endeavour, 


in the fourth race of the 


The times at the second mark 


were: Rainbow 1:00:39, Endeavour 
1:01:38. 


Rainbow, had made the second 


leg, a broad reach of 10 miles, in 54 
minutes 46 seconds, a minute and 
26 seconds faster than had En- 
deavour.. 


With the breeze freshening and 


the final leg of the 30-mile triangu- 
lar course also a broad reach, it ap- 
peared the winner might break the 
cup record of 3 hours, 9 minutes, 
1 second for a triangular course set 
by Endeavour Tuesday. 


The spectator fleet was late in 


arriving and was smaller than for 
fany other day so far. 


Start of the Race. 
Both yachts were tardy crossing 


the line, but Rainbow was the first 
over, leading by three lengths. 
crossed 25 seconds after the signal, 
with Endeavour following 20 sec- 
onds later. 
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a result of Hauptmann’s arrest. bers of his family in lavish style 
German newspapers evinced keen |with money from the United Stares. 

in developments in the His family disclosed that Fisch, 
case, printing Haupt- who died here last March 29, was 

well acquainted with Hauptma: n. 


wife, transmitted by radio, 
printed. 

The Telegraph editorially notes 
that “an arrest at last has been 
made” and expressed the opinion 


Five minutes after the start, Rain- 
bow had increased its lead to at 
least five boat lengths, and was 
working to weather of the chal- 
lenger. 


came the lumber used to build the 
crude ladder. This, Schwarzkopf 
said, was one of the State’s best 
points. 

Federal investigators continued 


"son was murdered by a ma- 
®*-gunner last May 12 after he 
made a written statement con- 
* himself an aid of the kid- 
‘and had named Davit, Mc- 


men. One was an imitation of a 
32 caliber revolver and the other 
an excellent soap model of an auto- 
matic. pistol. 

The attempted break came as 


Gresford Colliery — 


BGIE S DRIVIN’ 
IRST TIME- 
Bodies of 16 Near Pit En-| interest 


Lindbergh 


SAVE SOME] 
O THAT. ANDI 
WE/LL.PUT 
IT IN. THE 

SAILS 

LATER! 


i and Rosegrant as among the 
who held Dr. Kelley for ran- 
n the Johnson farm south of 
St. Charles. 


LIQUOR MAKERS, JOBBERS 
NOTIFIED OF NEW $1500 FEE 


eullin Tells Them to Apply for 
License Adopted as Substitute for 
Gallonage Tax. 
\ufacturers, distillers and 
‘Salers of liquor in the city 
een notified by Excise Com- 
Scullin to apply for li- 
at $1500 a year each. He 
“ated 80 to 100 establishments 
ere ible for the license tax, 
vould yield $120,000 to $150,- 
license fee was provided for 
Board of Aldermen after it 
''efused to pass a gallonage tax. 
" Mavor Dickmann’s approval, 
| refrained from enforcing it 
hope that a gallonage tax, 
vould have a larger yield of 
could be passed. How- 
¢ has abandoned hope of 


RE DESTROYS AUDITORIUM 
q ST, ELIZABETH’S SCHOOL 


helieved to have been 
‘ by defective wiring on the 
Cestroyed the auditorium on 
“©cond floor of an old wing of 
_-~-‘zabeth’s Parochial School, 
''y-fifth street and Ridge ave- 
Fast St. Louis, early today. 
remainder of the building, 
‘OOf and recently built, was 
‘ed only by water. Total dam- 
“as placed at $£3,000 by Fa 


ney 


that previous failure of the police 
to make an arrest had led to an 
epidemic of kidnaping in the Unit- 
ed States. 

The Mail says every civilized na- 
tion would share in the satisfaction 
of the United States if Haupt- 
mann’s arrest led to the clearing 
up of the mystery. 


RECLAIMED PONTINE MARSHES 
PAY DIVIDENDS (IN CROPS 


1934 Wheat Harvest 248,000 Bushels 
Compared with 65,000 Last 
Year. 

By the Associated Press. 

ROME, Sept. 22.—The reclaimed 
Pontine marshes are beginning to 
pay returns in crops on the heavy 
investment of reclaiming them. 

Count Orsolini Cencilli, director 
of the reclamation work in the Pon- 
tine district, has jus presented fig- 
ures to Mussolini showing an al- 
most fourfold jump in production 
this year compared with last. 

Last year 6130 acres were planted 
in wheat, and 65,645 bushels were 
harvested. This year, 15,770 acres 
are planted, and the harvest is 
248,325 bushels. 

Before the Pontine marshes were 
reclaimed, only about 450 acres 
could be sown each year, and 7500 
bushels grown. 


Two Men Killed in Train Wreck. 
By the Associated Press. 
CARBONDALE, Iil., Sept. 22. — 
Two men were killed when a Mobile 
& Ohio freight train was wrecked 
15 miles north of here yesterday. 
G. W. Thompson, Raleigh, N. C., 
died on the way to a hospital. The 
other man, killed outright, had 
army discharge papers bearing the 


eter Engel, chaplain. 

Nes were noticed at 12:30 a. | 

' @ passerby. Five fire com- | 
worked several hours. i 


name Obie L. Henderson, but no 
address. Railroad officials said the 
two were “bumming” a ride. 


their painstaking tracing of the 
$50,000 ransom money of which 
$13,750 was fourd in the garage be- 
hind Hauptmann’s home in the 
Bronx. 

Inquiry Turns to Wall Street. 


Following Hauptmann’s assertion 
in the police lineup that he had 
played the stock market in 1932, 
police and Federal investigators 
turned to Wall Street for an answer 
to the question of what became of 
the money not yet accounted for. 
One police official was quoted as 
saying that Hauptmann had an ac- 
count at one brokerage house 
which ran as high as _ $25,000. 
Hauptmann has told what police 
call a “fantastic” story to the ef- 
fect that a mysterious Isadore 
Fische gave him $14,000, of which 
the money found in his garage was 
a part. 

In connection with the Wall street 
inquiry, the New York Stock Ex- 
change announced it was investigat- 
ing reports concerning an account 
“alleged to be connected with the 
Lindbergh kidnaping case.” 

Hauptmann was lodged toduy in 
the Bergen jail in the Bronx and 
faced additional interrogation by 
Bronx County authorities. He is 
being held without bail on the ex- 
tortion charge. but the District At- 
torney is uncertain whether he will 
press the extortion charges when 
he appears before the grand jury 
Monday to seek an indictment. 

“We will have to go over with the 
Appeals Bureau the evidence that 
we have to determine whether ex- 
tortion, blackmail or grand larceny 
best fits the evidence” 

In addition to Hauptmann the 
District Attorney questioned 12 
witnesses, but heyong saying “we 


| Continued on Page 3, Column 2, | 


Warden Preston E. Thomas was 
divulging to newspaper men a pos- 
sible link with a prisoner in the 
penitentiary to Bruno Hauptmann, 
prisoner in thé Lindbergh x«:idnap- 
ing case. 

Story of Deputy Warden. 

The story of the attempted break 
as told by Deputy Warden J. G. 
Woodward follows: 

“Two guards were in the death 
house when the attempted break 
was made. O. E. Slagle was inside 
the cage within which are_ the 
death cells. A guard, C. W. Pfarr, 
was seated on a table outside the 
cage. A guard, J. T. Jones, was in 
a little guard room separating the 
death house from the L cell block. 

“Slagle was in the cage putting 
a meal into Pierpont’s cell. Pier- 
pont told him he did not feel good 
and wanted some salts. 

“As the guard turned away from 
the cell door iPerpont hit him with 
his fist and said, ‘Give me _ that 
key.’ 

“Slagle refused and Pierpont 
struck him again and took the key 
away from him. 

“He then produced his gun made 
of soap and blackened and marched 
down the cake and unlocked Rus- 
sell Clark’s cell door. 

Opening of Cells. 

“They then opened al! the cells 
and turned loose a! leight men in 
the death house. 

“Makley had a small soap auto- 
matic, while Pierpont had a soap 
revolver. 

(Clark is serving a life sentence 
for the Sheriff Sarber murder.) 

“These desperate convicts. then 
backed the two guards toward the 
steel.door behind which Jones was 
fortified. 

“They had to get past Jones’ for- 


trance Recovered. 


By the Associateé Press. 

WREXHAM, Wales, Sept. 22. — 
Hope was abandoned at dusk today 
for 100 coal miners trapped by an 
explosion and fire in Gresford Col- 
liery. Sixteen bodies of men who 
were working near the pit entrance 
were recovered earlier in the day, 
and two rescue workers died aftc 
being carried unconscious to the 
surface. 

Three hundred other miners in 
the workings at the time of the 
explosion escaped. 

Most of the men who were en- 
tombed were working nearly two 
miles from the mouth of the pit. 
The explosion occurred in a section 
known as ‘the Dennis main deep,” 
ranging from 800 to 1200 yards be- 
low the surface. 

Rescue workers were unable to 
penetrate the flames and poison- 
cas gases following the explosion. 
Despite the dangers, many hands 
were raised into the air, signifying 
willingness to go, when a Call was 
made for rescuers. 

It was feared the captain of the 
rescue team had perished. He did 
not come out with the rescue party 
which retreated to the surface 
carrying two dead companions. 

Clergymen assisted in filling the 
sand bags which were being car- 
ried down to figh tthe fire. One 
of the clergymen was crying as he 
worked—two of his choir boys were 
trapped in the mine. 

Five of the men who escaped 
spent nearly an hour climbing a 
narrow airshaft the 200 feet to the 
surface from the level on which 
they had been working. 

The miners’ wives and other fam- 
ily members stood in a pouring 


Continued on Page 2, Column 7, |rain at the mouth of the pit, 


c 


mann’s prison record, but they re- 

frained from commenting on his 

nationality. 
Anti-Semitic papers 


ther their campaign. The Deutsche 
Zeitung’s headlines said Hauptmann 
was arrested in the “Jewish quar- 
ter” of New York, referring to the 
Bronx. 

A news agency report cited a 
warning published in a Washington 
newspaper against drawing false 
conclusions that a fugitive foreign- 
er was involved: 

Police said German authorities 
had received no request from the 
United States for information about 
Hauptmann. 

At the little Saxony home Haupt- 
mann left in 1923, Mrs. Pauline 
Hauptmann repeated over and over, 
“It is impossible,” although news 
of her son’s arrest brought forth 
her statement that she was “used 
to all sorts of things from the son 
who has caused me so many heart- 
aches.” 

She could not believe that a son 
“who always sent me money at 
Christmas time,” was implicated in 
the kidnaping of the Lindbergh 
baby. 

Although court officials decline 
to divulge the details of the crimes 
which led to the conviction here in 
1919 of Hauptmann, the Kamenz 
Tageblatt carefully recorded them 
in the days when they were com- 
mitted. 

The Tageblatt office was besieged 
today by curious citizens who took 
turns reading the back files of the 
newspaper to learn just what it was 
the town’s bad boy did 15 years 
ago. 

They found that Hauptmann had 
been charged with theft of watches, 


‘man’s aged father and the only 2ne 


im Berlin | of the family who failed to profit 


seized on the opportunity to fur-. 


It was Solomon Fisch, the deac 


by Fisch’s sudden luxury in the 
United States, who told the storv 
which so dramatically threw his son 
into the spotlight. 

“I remember,” Fisch said, “that 
on several occasions my son re- 
ceived letters from a man na_ned 
Hauptmann ‘in tne United States, 
but I am not aware of their con 
tents. 

“Isidor was a good boy and an 
excellent scholar. He had a high 
school education and later entered 
the fur trade as an apprentice. He 
distinguished himself as a clever 
craftsman, and finally got an of- 
fer from the United States. 


Went to U. 8S .in 1925. 


“With a friend who lived in Leip- 
zig, Isidor emigrated to the United 
States on Sept. 8, 1925, to work with 
furriers in New York. He made 
g00d money. He and his friend 
were loyal to each other, but the 
latter did not like Isidor’s Jewish 
friends in the Bronx, with whom 


tive positions 
holding its 300-yard lead as 
bore toward Cuttyhung, on the star- 
board tack. 


Rainbow worked so rapidly to 


weather that at 10:55 it held what 
appeared to be at least a 300-yard 
advantage over Endeavour. 


Endeavour began to foot better 


‘as the yachts sailed down for the 
long beat, and at 11:10 appeared to 
be holding Rainbow 
gained lead. 


to its early- 


Endeavour went over on the port 


tack at 11:12 and Rainbow immedi- 
ately came about to keep it cov- 
ered. 


They did not hold on the port 


tack long, Rainbow going about at 
11:17, to be followed a few seconds 
later by Endeavour. 


. 300-Yard Lead. 

There was no change in the rela- 
at’ 11:35, Rainbow 
they 


At 11:40, an hour after the start, 


the two boats were two miles from 
the 10-mile turning mark and mak- 
ing excellent time. 


The defender broke out its genoa 


jib at 12:44. 


It appeared that Endeavour was 


he had strong relations. 


bis brother Pinkus 
Hannah with 


money from America. 


thing except givé me a very smal! 
amount of money. I am living 
in poverty. 

“In December, 1933, Isidore came 
back to visit us with his friend. 
Isidore was deathly sick, and fi 
nally died of consumption. 


“From 1933 on, Isidore supported 
and his sister 
large amounts of 


“As for me, Isidore never did any- 


overhauling Rainbow at that point, 
apparently the reason Rainbow 
broke out the new canvas. 

As the boats approached the turn- 
‘ing buoy at the end of the first 
'10-mile leg it could be seen that C, 
Sherman Hoyt, who generally han- 
dies the yacht to windward, was 
at the helm of Rainbow. 

The two boats were only about 
a mile away from the mark at 
11:55, with Endeavour coming up 
so fast it appeared doubtful Rain- 
bow would have room to cross En- 


ey. He could afford the best prysi 
cians.” 


“But my boy had plenty of mon 


Here the elder Fisch produced 


deavour’s bow in making the turn, 


Bow 
Endeavour had wiped away Rain- 


‘how's lead and they were bow to 
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UNION TO ANSWER 


PRESIDENT TODA 
ON TEXTILE STRKE 


Workers’ Spokesman _In- 
dicates Ending of Walk- 


out Will Depend on Ac- 
tion by Employers. 


INDUSTRY SIDESTEPS 
ISSUE, GORMAN SAYS 


Asserts Sloan ‘May Recom- 
mend’ Re-opening, but 
Only Union Can ‘Make 
It Possible.’ 


By the Associated Press. 

WASHINGTON, Sept. 22,—A 
meeting of union leaders was con- 
vened today to act President 
Roosevelt’s appeal to both sides to 
end the textile strike. 

Indications were that the strike 
might be called off, effective Mon- 
day, if employers agreed to accept 
the recommendations of the media- 
tion board headed by Gov. John G. 
Winant of New Hampshire. 

The President expressed the hope 
at Hyde Park, N. Y., yesterday 
“that all employes now out on 
strike will return to work and that 
all textile manufacturers will take 
back employes without discrimina- 
tion.” 

“At the same time,” he said, “I 
am confident that manufacturers 
will aid the Government in the car- 
rying out of the steps outlined.” 

Attitude of Industry. 

George A. Sloan, president of the 
Cotton Textile Institute, said: “I am 
deeply interested that he (the Pres- 
ident) has seen fit to express di- 
rectly to such employes in this in- 
dustry as are now idle his sincere 
wish that they return to work. The 
President is fully justified in his be- 
lief that this industry will give most 
sincere consideration to any pro- 
gram which he proposed. 

“This industry has from the be- 
ginning of the National Recovery 
Administration been foremost ‘in 
support of his efforts for better- 


ment of working conditions in eco-. 


nomic recovery. A majority of our 
employes are now at work. I am 
recommending that closed mills be 
reopened as soon as possible.” 
Gorman’s Comment. 

Francis J. Gorman, chairman of 
the Strike Committee, said: “The 
light and sweetness with which 
Mr. Sloan steps around the Presi- 
dent’s request to him is typical. His 
refusal to co-operate is in harmony 
with his previous attitude, but 
whether he can stand against the 
President in anything more than 
figure of spesch is quite probably 
another question. 

“Mr. Sloan may recommend, but 
the mills will open when the union 
makes it possible. We closed them. 
More are closed today than were 
closed yesterday. We look to the 
President to induce the co-opera- 
tion of mill management.” 

Praises Board’s Work. 

Gorman said Gov. Winant and 
the other members of the board, 
Raymond Ingersoll of New York 
and Marion Smith of Atlanta, “have 
worked seriously and in the utmost 
sincerity at a most difficult time. 
For Mr. Sloan to speak as he now 
does and in the face of what the 
President has said about the 
board’s report, is an example of 
shocking taste. 

“Our executive council will judge 
the report on its merits and we 
shall certainly construe the Presi- 
dent’s message to both sides as 
meaning exactly what the President 
wrote into that message. We shall 
answer our half of the question 
and we shall give our reasons.” 

Winant Board Proposals. 

The Winant board completed its 
work with its report, which recom- 
mended a specia! textiie labor board 
to adjust collective bargaining 
quarrels, a Federal survey to show 
whether the employers can pay 
higher wages, a special agency to 
regulate the stretch-out, and a 
study of wages and hours by the 
Labor Department and Federal 
Trade Commission. 

A few mills reopened yesterday. 
Other factories announced they 
would open Monday. 


Fighting at Mill in Ludlow, Mass.; 
Policeman Injured. 
By the Associated Press. 

BOSTON. Sept. 22.—Rocks thrown 
by a crowd of 300 strikers and sym- 
pathizers at Ludlow, near Spring- 
field, yesterday injured several po- 
licemen after they had attempted 
to break up a disturbance at the 
Ludlow Associates plant. Five ar- 
rests were made. The police turned 
tear gas and fire hoses on the 


crowd, 
National Guardsmen at East- 
hampton, Mass., the first to be 


called out for strike duty in. this 
State, had little to do at the Hamp- 
ton Co. mill. 

Ernest W. Hood, president of the 
National Association of Cotton 
Manufacturers, in a statement at 
Boston, said, “A vast majority of 
mills signify their intent to accede 
to the president’s request to open 
mills as soon as possible.” 

James Sinclair, president of the 
Fall River Cotton Manufacturers’ 
Association, said the mills there 
would open Monday if the strike 
Otherwise, he said, 
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Localities in Lindbergh Kidnaping Revelations 
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ered. (2) Where Bernard R. 


N2: (1), the garage of Bernard R. Hauptmann, where $13,750 of the Lindbergh ransom money was uncov- 


Hauptmann was arrested by Fede 


mond’s Cemetery where the ransom money was paid the kidnapers. 
Dr. John F. Condon, the famed “Jafsie,” who was chosen to turn the money over to the kidnapers. 


ral agents and police. (3) St. Ray- 
(4) The location of the home of 


ROOSEVELT, HIOPRINS 
MEET WITH MAYORS 


Relief Problem Still in Study 
Stage, President Says 
Before Conference. 


By the Associated Press, 
HYDE PARK, N. Y., Sept. 22.— 


President Roosevelt and Harry L. 
Hopkins, Federcl Relief Adminis- 


trator, received a special committee 
of mayors today to discuss unem- 
ployment relief plans for the win- 
ter. 

‘Hopkins came to Hyde Park with 
the conviction that cities and states 
would have to raise a greater share 
of relief funds. The mayors, head- 
ed by Mayor LaGuardia, of New 
York, had a long statement of their 
needs. 

LaGuardia said after the meeting 
that “we had a very satisfactory 
conference and the President has a 
full realization and understanding 
of our problems.” 

Asked if Hopkins had demanded 
that the cities take a greater share 
of the burden, LaGuardia smiled 
and said: “You will have to ask 
some of the others. I am doing 
my part in New York.” 

Besides LaGuardia there were 
present: Daniel W. Hoan of Milwau- 
kee; C. A. Dykstra, Cincinnati; T. 
S. Walmsley, New Orleans; Fred- 
erick W. Mansfield, Boston; Harry 
L. Davis, Cleveland; Watkins Over- 
ton, Memphis; M. C. Ellenstein, Ne- 
wark and Paul V. Betters, Chicago; 
director of the mayors’ conference. 
Roosevelt, before going into the 
conference, said the whole relief 
problem was still in the study stage. 
At his regular press conference, 
the President said in response to 
inquiry, he probably would make 
one of his periodic reports to the 
nation in the next few weeks but 
he added that no time or subject 
had been decided. 

The President today also received 
Frank Walker of Montana and New 
York, who asked for a furlough 
during the summer from his admin- 
istration assignment as chairman 
of the executive council. 

The eightieth birthday of Mrs. 
Sara Delano Roosevelt, mother of 
the President, was observed yester- 
day. She presided over a luncheon 
attended by 80 members of the 
family and friends. Last night the 
immediate family joined in a pri- 
vate dinner party at the home over- 
looking the Hudson River where 
the President was born. 

Among the guests at the lunch- 
eon were Warren Delano Robbins, 
Minister to Canada, and relative of 
Mrs. Sara Roosevelt; her brother, 
Frederic Delano; a sister, Mrs. 
Price Collier of Tuxedo Park, and 
Edward M. House. 


WOMAN ENDS FOUR-DAY FIGHT 
WITH UTILITY OVER POLE HOLE 


Mrs. Elsie Barnabie First Sat 
With Legs in Opening to Block 
Crew at Camden, N. J. 
By the Associated Press. 
CAMDEN, N. J., Sept. 22.—Mrs. 
Elsie Barnabie, 37 years old, last 
night gave up her fight against in- 
stallation of a utility pole on a 
corner of her property, in a hole 
dug by a crew of the Public Ser- 
vice Gas & Electric Co. Mrs. Bar- 
nabie, mother of six children, was 
on’ duty at the hole four days and 
four nights, first sitting with her 
legs in the hole and later using a cot 
and rocking chair, which she placed 
over the opening in the ground. 
The fight came to an end after 
a conference of Police Chief Ar- 
thur Colsey, Mayor Roy R. Stewart 
and Public Service officials. 
After a conversation with Mrs. 
Barnabie, Mayor Stewart  an- 
nounced she was willing to with- 
draw and as a result would receive 
the old pole. ‘The company men 
placed the new pole and then sawed 


they would remain closed. 


up the old one for the Barnabies. 


PUZZLE SOLVERS 
DON’T HAVE TO 
SELL GOODS TOO 


Federal Trade Commission 
Cites Firm for Alleged Mis- 


representation in Contest. 
By the Associated Press, 

WASHINGTON, Sept. 22.—The 
Federal Trade Commission believes 
that if a person solves a puzzle 
in an advertising contest he should 
get the prize without having to sell 
a lot of merchandise not mentioned 
in the advertising. The commis- 
sion cited the Century Co. of Des 
Moines, Ia., on a charge of misrep- 
resentation in the sale of toilet ar- 
ticles and cosmetics. 

The commission says the com- 
pany’s advertisements did not tell 
the reader he would not receive 
any of the prizes advertised as re- 
ward for solving a puzzle unless he 
sold merchandise in addition or sent 
money to pay for it. 

The case was set for a hearing 
here Oct. 26. 


RAINBOW WINS, 
EVENS THE SCORE 


IN THE CUP RACES 
Continued From Page One, 


bow, with the English boat in the 
windward berth, as they bore down 
on the 10-mile mark. 

Endeavour set its new Genoa jib 
as they began the second 10-mile 
leg, a broad reach. 

Five minutes after the turn they 
were about two boat lengths apart, 
heading awya from Vineyard Sound 
lightship on the port tack. 

At 12:25 Rainbow went off to the 
southeast, apparently looking for a 
favorable slant of air, while En- 
deavour held to the course. 

The English boat was carrying a 
staysail in addition to its new 
Genoa. 

After working well to weather of 
the course, Rainbow began to bear 
down on Endeavour. 

An observation at 12:45 showed 
it had wiped out most of the Brit- 
isher’s lead and that there was lit- 
tle to choose between the ewo. 

Three minutes later Rainbow had 
definitely passed the invader, al- 
though slightly to weather of a true 
course to the second marker. 

Sea Kicking Up. 

The wind was freshening again 
and a sea was kicking up. 

At 12:55 Rainbow had extended 
its lead to several boat lengths. The 
20-mile mark appeared less than two 
miles away. 

John Parkinson had held the 
helm on Rainbow through most of 
the second 10 miles, but Skipper 
Vanderbilt took it back as Rainbow 
headed back for home. 

Rainbow’s afterguard could be 
seen grouped around the skipper in 
a conference, 

The breeze had freshened to 12 
knots, but the sea was not kicking 
up badly, the defender riding along 
easily. Endeavour, however, did 
not seem to like the weather and 
was pitching and plunging. 

The English boat then seemed to 
be going faster though and closing 
the gap on Rainbow. 

A squall was making up in the 
northwest. 

Rainbow was leading by 300 yards 
at 1:35 but Endeavour had cut 100 
yards from the previous lead in 10 
minutes. 

Today Rainbow numbered in its 
afterguard Frank C. Paine, who de- 
signed the Boston sloop Yankee, 
and included in its sail locker Yan- 
kee’s big spinnaker. Yankee came 
within a second of being named 
the defender. Its skipper was 
Charles Francis Adams, former 
Secretary of the Navy. 

Endeavour, at Skipper Sopwith’s 
request, obtained a day’s postpone- 
ment yesterday, while a new Genoa 
jib was being delivered to replace 
a badly fitting makeshift which 
may have contributed to En- 
deavour’s defeat Thursday. 

The delay enabled Vanderbilt to 
obtain Yankee’s spinnaker and the 
services of Paine, 

If Yankee’s spinnaker works as 


; 


-_ 


4 KILLED IN CRASH 
OF PLANE IN ENGLAND 


Refuelers of Non-Stop Flight 
Ship Plunge to Death 
in Road. 


By the Associated Press. 

AYLESBURY, Buckinghamshire, 
England, Sept. 22.—Four flyers 
were killed when their airplane, 
with which they had refueled Sir 
Alan Cobham’'s plane as he started 
out on an attempted non-stop tlight 
to India, crashed in flames on the 
main London highway, near here, 
today. 

The refueling contact was made 
20 miles from Portsmouth over the 
English channel. The refuelers had 
transferred about 100 gallons of gas- 
oline. 

The pilot of the refueling plane 
was C. H. Bemridge, a former Royal 
Air Force man. He was accompa- 
nied by three mechanics. 

Following the successful refuel- 
ing operation, Bemridge returned 
to Heston Airdrome, landing long 
enough to permit a newspaper re- 
porter to disembark. 

The crash occurred as the plane! 
proceeded on toward the airdrome 
at Coventry. 

An Associated Press photograph- 
er, Edward Worth, flying back fiom 
North Wales with his pictures of 
the mine disaster at Wrexham, saw 
the. plane dive and burst into 
flames. 

Cobham started his projected 48- 
hour 5200-mile flight at Portsmouth 
at dawn. 

At dusk he planned to be over 
Malta, where a refueling plane will 
service them, and the following 
dawn over Alexandria, where a ‘oy: 
al air force troop carrier is to pro- 
vide fuel and food. Another air 
force machine will refuel the ship 
at Shaiba, Basra, whence the fina! 
lap to Karachi, India, will be fluwn. 

Cobham is accompanied by Squad- 
ron Leader Helmore of the Rvuyal 
Air Force. 


PAIR MARRIED 50 YEARS 
ARE GRANTED DIVORCE 


Mrs. Catherine Hasen, 75, Testifies 
Her Husband Had Ungov- 
ernable Temper. 

A pair who were married for 
more than 50 years were divorced 
today by Circuit Judge Hoffmeister 
in the Court of Domestic Relations, 
who granted a divorce to “Mrs. 
Catherine Hasen of 4570A West 
Papin street, from George M. Hasen 

of 2105A Ann avenue. 

Mrs. Hasen, who is 75 and che 
mother of three grown children. 
testified that her husband, whe is 
about the sameage, possessed an 
ungovernable temper, refused to 
allowed her but $6 a week house- 
speak to her for 10ng intervals, and 
keeping money although possessed 
of ample means. He did not con- 
test the suit and the court was in- 
formed a property settlement would 
be effected out of court. They were 
married in St. Louis on April 24. 
1884, and separated last April 12. 


os 


well on Rainbow as it did when 
Yankee wore it, the whole com- 
plexion of the series may be 
changed. Yankee consistently ran 
away from Rainbow running before 
the wind. 

Thus far Endeavour has shown 
that its strongest point of sailing 
is a spinnaker run before the wind. 
Endeavour wears a huge perforated 
spinnaker, called Annie Oakley, and 
as it skipped away from Rainbow 
many remarked that it could never 
have done as well against Yankee. 
In fact many have not hesitated 
to air their views that the New 
York Yacht Club was hasty in its 
selection of Rainbow over Yankee, 
and the enlistment of Paine and 
the confiscation of Yankee’s spin- 
naker go a considerable distance 


WHAT SCIENCE DID 


N DIRECTING HUNT 
“TO HAUPTMANN 


Emery on Passed Ransom 
Bills Showed Mechanic 
Was Involved—Wnting 
Fixed Teutonic Origin. 


By the Associated Press, 

NEW YORK, Sept. 22.—The part 
played by laberatory miscroscope 
and test-tvbes in running down 
clews to the person handling Lind- 
bergh ransom money—and eventual- 
ly Bruno Richard Haptmann’s ar- 
rest, was described today in the 


New York Times. 

Dr. Alexander O. Gettler, chief 
toxicologist for the city, for several 
weeks pored over the ransom notes 
as they turned up, to determine 
what sort of person was passing 
them to merchants and banks. 
Then he told police of his conclu- 
sions. 

“T have found,” he _ reported, 
“that most of this money has a 
musty smell, as though it had been 
long buried or secreted somewhere 
where the air could not reach it. 

“T have also discovered that a 
great many of the certificates have 
invisible bits of glycerine esters on 
their surface.” 

The Mechanic Clew. 


Dr. Gettler concluded the pres- 
ence of the glycerine compound in- 
dicated the bills were being han- 
died by a mechanic who ground his 
own tools. This theory wa 
strengthened by the discovery, un- 
der a microscope, of occasional bits 
of emery, used in tool grinding, on 
some of the certificates. 

“We knew then that we had to 
look for a mechanic,” a police offi- 
cial related, “but we were not cer- 
tain, of course, what kind of a me- 
chanic. He might have been a ma- 
chinist, or a carpenter, or an au- 
tomobile man. 

“Still, it was a great help. It fit- 
ted in with the descriptions of some 
storekeepers who had told us the 
man who gave them the money 
looked like a ‘dressed-up working- 
man.,’” 

Meanwhile, a _ psychiatrist was 
analyzing the ransom notes. 

“I am led to believe,” he conclud- 
ed, “that the writer of these letters 
is a very methodical person, very 
probably a German or Teutonic 
type. 

“He is not given to personal dis- 
play. He is reticent, very carcful, 
very cautious. There are definite 
signs of a peculiarity in his social 
approach; he is shy.” 

And Then the Carpenter. 


B. C. Farrar, Treasury Depart- 
ment handwriting expert at Waesh- 
ington declared only a few weeks 
after the kidnaping that a “meth- 
odical German carpenter” had zom- 
mitted the crime. 

Farrar examined the kidnaping 
note and told Col. Lindbergh an 
New Jersey State police his find- 
ings. He declared the handwriting 
was unmistakably German, that ihe 
holes in the notes were punched 
with the pointed end of a carpen- 
ter’s file. 

Farrar also said—and this yet 
remains to be proved—that the 
Lindbergh baby was killed acci 
dentally through a fall while be- 
ing earried down the ladder from 
the second story room. 

One side piece of the ladder was 
broken, Farrar said, indicating that 
the person descending it had been 
thrown violently to one side to xeer 
from falling and that the buby 
probably was dropped at the same 
time. 

Bit by bit, the detectives were 
able to pick up other telltale evi- 
dence of the man’s personality. 
Storekeepers were more observunt, 
other persons came forward witu 
valuable information. Finally there 
had been built up a comprehexsive 
picture of the man wanted. 

“And there we were,” a police 
officer commented, “with a clear 
portrait of this man, but stil) no 
definite clew to his whereabouts.” 

Then came the “break” and with 
startling swiftness the case moved 
to a denouement—Hauptmann’s ar. 
rest. , 


MAN KILLED, PARTNER SHOT 
IN OFFICE IN CLEVELAND 


Wounded Lawyer Says Third As- 
sociate Fired on Them and 
Then Filed. 

By the Associated Press. 

CLEVELAND, O., Sept. 22.—At- 
torney Ben Z. Levine was shot and 
killed, and Ernest Schwartz, also an 
attorney, was wounded in a business 
argument in a downtown office to- 
day. 

Schwartz said Abe Knopp -of 
Waterbury, Conn., did the shooting 
and the police broadcast an alarm 
for his arrest. 

The three men had been partners 
in a company operating a string of 
neighborhood theaters. 

Miss Rhea Klein, secretary in 
Schwartz's law office, where the 
shooting took place, ran across the 
hall to the office of J. S. Gilbert 
when the shooting began. Gilbert 
went to the other office and saw 
the men lying on the floor. Wit- 
nesses said a man fled from the 
building. 


Mail Truck Robbed of Pouch. 
By the Associated Press. 

COFFEYVILLE, Kan., Sept. 22.—~ 
A United States mail truck was 
held up and robbed of a single mail 
pouch here early today by four men 
who seized the driver and took him 
three miles in their car to South 
Coffeyville, where he was released. 
The Postmaster said he did not 
know what the stolen pouch con- 


ST.LOUIS POST-DISPATCH 


|| They Reported the Ransom Money 


j 


(Copyright. ) 

Eigse LYONS (left), gas station attendant, and WALTER LYLE 
(right), gas station manager, who became suspicious when given 

a gold certificate in payment for‘ five gallons of gas last Saturday, 

wrote the license of the donor across the face of the bill and took 

the note to the bank on the possibility that it might be part of the 

Lindbergh ransom money. It was. 


OHIO PRISON WARDEN 
TELLS STRANGE STORY 


Says Convict Received Code 
Letter Saying, ‘‘Will Kidnap’ 
Lindy Baby.’ 


By the Associated Press. 

COLUMBUS, O.,Sept. 22. — A 
strange story that Bruno Haupt- 
mann, had sent a code letter to an 
Ohio penitentiary convict late in 
1931 or early in 1932 revealed he in- 
tended to kidnap the famous avia- 
tor’s child, was told here today by 
Preston E. Thomas, warden of the 
old prison. 

Warden Thomas disclosed that 
the prisoner here made a trip to 
New Jersey with him shortly after 
the kidnaping, in the hope he could 
return the child to its parents. But, 
Thomas said, “New Jersey officers 
took no interest and we returned to 
Columbus.” Thomas said Depart- 
ment of Justice agents were investi- 
gating the Columbus angle. 

Thomas related that after Haupt- 
mann was arrested Miss Amanda A. 
Thomas, daughter of the warden 
and prison mail clerk, recalled that 
she had handled a letter late in 
1931 or early in 19382 and that it 
was signed “Bruno Hauptmann.” 
The letter, she said, was so peculiar- 
ly worded it drew her special at- 
tention but she passed it along to 
the prisoner to whom it was ad- 
dressed. 

This convict, Thomas said, had 
sent him a note late in 1931 request- 
ing an interview, but failing to 
name the subject to be discussed. 
The warden paid no attention to the 
note, but early in 1932 another note 
from the same man urged an inter- 
view and said the subject would be 
“the Lindbergh kidnaping.” 

Thomas summoned the prisoner 
and he displayed the letter Miss 
Thomas recalled. The signature had 
been torn from it. The prisoner 
said it was in code, the code hav- 
ing been originated by the writer. 
The second word in each sentence 
was to be read, and when so read 
the missive said, “Will kidnap Lin- 
dy baby.” 

The letter was posted at Perth 
Amboy, N. J., and Miss Thomas re- 
called that other letters, addressed 
to the same convict later, were 
signed either “Bruno” or “Haupt- 
mann.” 


STRANDS OF MAN’S HAIR FOUND 
IN HEADLESS WOMAN’S HAND 


Chicago Police Hope Clew Will 

Give Them Lead in Finding 
Murderer. 

By the Associated Press. 

CHICAGO, Sept. 22.—Police_ to- 

day had a new clew by which they 

hoped to solve the mystery of the 

headless woman found near the old 

Ravinia Opera House on Chicago's 

fashionable North Shore. 

Four short coarse hairs clutched 

between the fingers of the left hand 

of the victim were taken by the 


woman had met death in a strug- 
gle wiith a man, and they hoped 
that they might be able to obtain 
a lead from them that. will lead to 
a solution of the mystery. 
Meanwhile the investigators con- 
tinued to check up on missing 
women in the hope of establishing 
the victim’s identity. 


MAILER OF BOMB SENTENCED 


Miner Gets 12 Years; Missile Ex- 
ploded in Postoffice. 

By the Associated Press, 

ERIE, Pa., Sept. 22. — John Lu- 
kas, Wildwood (Pa.) miner, con- 
victed of mailing a bomb which ex- 
ploded in the Washington. (D. C.) 
Postoffice. several months ago, was 
sentenced today to 12 years in the 
Federal penitentiary at Lewisburg. 
Two employes were injured in the 
explosion. Lukas was accused of 
sending the bomb in a plot to kill 
his wife in Czecho-Slovakia. The 
package, improperly wrapped, was 
forwarded to the Washington Post- 


in support of such sentiments. 


tained, 


office for inspection. 


investigators as proof that the] 


DILLINGER GANGSTER 
KILLED, PAL SHOT 
IN PRISON BREAK 
Continued From Page One. 


tification before they could reach 
the open cell block. They broke a 
big table into pieces and tried to 
smash their way into Jones. 

“They were using Pfarr as a 
shield against Jones’ rifle. 

General Alarm Sounded. 

“Jones, who has nothing more 
than a peek-hole through the steel 
door, quickly sensed the trouble and 
sounded a general alarm. 

“The riot squad, always held 
ready in the main guard room, 
rushed to the L block, where they 
found Pierpont and Makley leading 
an assault upon the door. 

“The riot squad lined up, the 
door was flung open and as Pier- 
pont and Makley poked their false 
weapons toward the guards. the 
guards opened fire. 

“Pierpont and Makley dropped 
instantly before the first volley, and 
one guard was wounded in the hand 
as he attempted to get into the 
death house.” 

Order was quickly _ restored. 
Guards were thrown around the 
outside walls and the inside addi- 
tional guards were called to duty 
to guard against any possible out- 
side help getting to the men who 
sought freedom. The other six men 
in the L block quickly were re- 
turned to their cells. 

Prison officials said it was im- 
possible to determine which of 
about six guards who responded to 
the riot call fired the bullets that 
brought the two condemned men 
down. An examination of the bul- 
lets will have to be made to deter- 
mine this, they said. 

Clark was kept in the “death 

row” because, the Warden said, “I 
wanted to keep him from originat- 
ing anything.” So far as could be 
learned, however, Clark did not help 
plan the break. : 
, The Lindbergh letter about which 
the warden conferred with newspa- 
per men concerned a note sent to 
an unidentified prisoner in the pen- 
itentiary late in 1931 or early in 
1932. 

Amanda Thomas, daughter of the 
warden and postmistress at the 
prison, recalled the letter because 
of its peculiarity. The warden said 
it was signed by Bruno Haupt- 
mann. 

After receiving the -letter, the 
prisoner sent a note to the Warden 
asking that he be given a confer- 
ence. The Warden disregarded the 
first note, but when the prisoner 
sent another, he conferred with the 
prisoner. 

The prisoner, the Warden said, 
informed him that the letter was 
written in a code devised by Haupt- 
mann and that it could be read by 
skipping every other word. 

Read thusly, the note said: “Will 
kidnap Lindbergh baby.” 

Makley and Pierpont were to 
have been electrocuted last July 13 
for the slaying of ‘Sheriff Sarber. 
An appeal to the Supreme Court 
stayed their execution. 


I! OIL STORAGE TANKS 
BURST IN NEW JERSEY FIRE 


Fireworks in Warehouse Also De- 
‘stroyed in $100,000 Blaze at 
Kearny. 

KEARNY, N. J., Sept. 22.—A fire, 
fed by oil and fireworks, raced 
through the Seacoast Refining Co. 
plant today and spread to store- 
houses of the Lincoln Tidewater 
Terminal Co. on the Passaic River. 

Eleven oil storage tanks burst 
and a number of frame ware- 
houses, one holding fireworks, were 
leveled. Damage was estimated un- 
officially at $100,000 to $500,000. 

Henry Kotlan of Irvington, N. J., 
the refiner night watchman, said 
he was in the boiler room about 
1:05 a. m., when there was an ex- 
plosion and a sheet of flame pierced 
the room. Flung against the wall, 
he said he crawled out of the boiler 
room just before a second explo- 
sion spurted flames. in the opposite 
direction. His clothes afire, Kotlan 
tore them from his body and 
escaped with slight injuries, to 
sound an alarm. 

The fire and smoke, rising high in 
the air, enveloped one section of the 
Pulaski skiway, an elevated high- 
way running across the New Jersey 


meadows, and traffic was halted. 
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Benjamin Crews, 
Firman Worthy, 
Lives Within 1 
on No. 67. 


FILIPINO LABOR CAMP 
BURNED IN CALIFORNIAN | 


Woman Missing After Letiyes 
Strike Disturbance—W\j hij. 
Raiders Blamed. 


By tie Associated Press. ! 

SALINAS, Cal., Sept. 22—4 py 
pino labor camp was burned jay 
night as violence was renewed 
the Salinas Valley lettuce striz, 
and authorities fear a woman y 
burned to death. 

Climaxing a day of high tensio, 
during which a Deputy Sherif¢ Way 
stabbed, a group of purported vigi. 
lantes attacked the camp which 


owned by Rufo Canate, head of tix 
Filipino Labor Union. 

Mrs. Canate, a white woman. told 
officers that the 60 occupants » 
the four buildings were fired 9, 
by the raiders. Fire broke out » 
three 100-gallon oil tanks near th 
main building were struck by py, 
lets. . 
Mrs. Marguerite Vitacion, a Fi, 
pino, who had been in one of th 
buildings, was the woman reports 
missing. 

Telephone lines to the camp wer 
cut. Another fire started in th 
Filipino section of Salinas a shor 
time later and prevented fireme; 
from going to the camp, even afte 
they were notfied by messenger, 

Spokesmen for the lett.ice grow. 
ers and shippers declared the cam) 
was destroyed by Filipinos wh 
were angry at Canate, but the o. 
cupants of the buildings insisted ths 


FORMER HIT W 
CROSSING HI 


Other Fatally Inju 
His Truck Is § 
Car Skidding on 
Pavement. 


Two men were kill 
dents on Illinois State ] 
near Alton, yesterday 


today. 

Benjamin Crews, 39 ; 
former St. Louisan, we 
° 30 a, m. today when 
an automobile while at 
cross the highway @ ft 
Alton. The driver 
Calame, 211 Volbracht s 
Witnesses said Crews s 

the path of the autom 
it was traveling at mod 


raiders were white men. He was prone 
Gificers rounded up 47 Filipinos broken neck at St. Jo 
and placed them in jail on charges pital. 


Crews moved to Alte 


ranging from assault to. incitin | 

riot. ° . Louis about three year 
The Filipino Labor Union ha cently he obtained w 

been technically on strike sinrs Federal dam and k 


there. Police are seek 
his wife and daughte 
merly lived on Choutea 

Firmin Worthy, 60, a 
for an Alton furniture 
was killed when a skiddi 
crashed into his truck a 
west of Alton at 3 p. m 

Worthy and his helj 
Davis, 23, were thrown ¢ 


Aug. 28. White lettuce-shed work. 
ers, who reccatly agreed to subm 
grievances to arbitration, served no. 
tice that unless a_ settlement of 
their demands for higher pay ané 
improved working conditions way 
reached by Oct. 1 they again would 
walk out. 


CONFESSES BRANDING SON 


striking on his head or 
WITH RED HOT [ROW mapas escaped 1 


The machine which | 
the wet pavement was 
Russell House, 24, of. 
who said he bought the « 
hand, on Thursday. — 
fered a fractured ankle 
Cox of Jerseyville suffe: 
tured nose, and Harry | 
Alton, also a passenger 
car, was cut and bruise 

Worthy resided at 212 
street, Alton. 


Milwaukee Man Says He Tried » 
Break 16-Year-Old Boy 
of Stealing. 
By the Associated Press. 

MILWAUKEE, Wis., Sept. 22~ 
Admitting, authorities said, he 
branded his 16-year-old son with 
a red hot soldering iron to “break 
him of stealing,” Fred Ernsting, 42 
was arrested, and is held in jail 
here. 

“I did it for the boy’s own good.’ 
Ernsting told the District Attorney 
as he wept. Authorities said the 
boy told them he had been scarred 
because he had stolen 25 cents 
from his mother’s purse to attend 
a movie, 

District Attorney William Zabel 
said the boy, Wayne, who related 
how his father had locked him 2 
the bathroom while he heated th 
iron over a kitchen stove, begged 
that his father not be jailed. 

“I won’t steal any more,” Waynmg 
said. “I'll be a good boy. I dont 
want to see father go to jail He 
won’t do it again. He's a good 
man.” Wayne added his six broth 
ers and sisters also loved their 
father. 

Zabel was so moved, he said, DY 
the lad’s plea, he instructed his 
assistant to ask for leniency when 
the case of Ernsting, who is um 
employed, is tried. 


GRAVEDIGGER FOUND SLAIN 
IN PENNSYLVANIA CEMETER! 


§8-Year-Old Man Unconscious From 
Head Wound at Another 
Burial Ground. 

By the Associated Press. red, | 
SHENANDOAH, Pa., Sept. 2*- lhe Krock home is at 

Louis Ruthkowzky, 79-year-old avenue, East St. Louis. 

grave digger, was found dead with 

a deep gash in his head last nigh 

in Lithuanian Cemetery. Earlier ™ 

the day David Miles, 88, of West 

place, was found unconscious from 

a similar wound in Annunciate 


Cemetery. 

Three boys who found Miles to 
police about a “wild looking’ ™® 
who spoke to them obscenely ® 
they entered the cemetery *™® 
then put his hands over his % 
and fled. He was wearing 
hat, they said. Groans led "nem © 
Miles. Sixteen stitches were P* 
in Miles’ head at a hospital hefom 
he was removed to his home. 

Ruthkowzky’s body was found a: the m 
his wife and son, Joseph J, aft Six persons were injure 
the father did not return fro lision between two machi 
work for his evening mea!) ™ may Ferry road and Lindl 
was stretched at full length ovf levard yesterday afterne 
the earth from a freshly-dug <7" John Gattermeier, Olean, 
Police said they thought °° will “t. Louis County Hospital 
struck on the head with a cud $M, ‘*'¢ Injuries and a possibl 
the handle of a pick. va the spine. The other 

—— | ‘rulsed, were: John Gatté 

Pinchot Goes Deep Sea Fishing 'hony Baumann, 5544 Pa 
By the Associated Press. Frank Bieser, Festus, Mo 

HARRISBURG, Pa, Sey' 72“ "nd Mrs. Henry Bieser, § 
}Gov. Pinchot left by plane | | 


} ; ester Mo 2 
day for Block Island, R. |. 


week of deep sea fishing. CAUGHT IN EXTORTIO 


Man Said to Be “The Chi 

Held in Phoenix, A 
the Associated Press. — : 
*HOENIX, Ariz, Sept 
‘fied by authorities as q 
“4z0 Six,” Herbert Willi 


Man Killed After Colli 
Trying to Stop Passin; 
Adam Krock, 39, East 

was killed when run over 

which he sought to stor 

a collision between his | 

and a truck on. Highwa 

miles east of Union, Mo 
yesterday. "a oe 
Krock was riding witt 
and small son and Mr: 
parents, Mr. and Mrs. Joh 
His machine skiddéd on 
pavement and collided wil 
port truck. The driver 
truck with trailer, followit 
machine, found that Rh 
would not hold and turne 
20-foot embankment, 1eéi 
trailer partly on the roa 

Jumped out to flag a lum 

which followed the milk 1 

driver, Ira Keeney, of Lit 

was unable to stop, due | 
avement and the truck 

Kroeck, crushing his ches 

placed in a laundry truck 

‘seorge Schmidt, Washin 

hut died on the way to | 

None of the other person 
’ the series of accident 


Man Knocked Down on 
1 a. m.; Driver Goe 
James Plumlee, 67, wa 
down by an automobile” 
wav and Tyler street @ 
today and left in the str 
driver, who continued on, 
residing at 910 Tyler st 
City Hospital with fraetu 
“Kull and nose and sev 
BiOns. 

John Struminski, 13, 14 
Ninth street, was knocket 
an automobile at Howare 
*nth streets last night. 
fered a skull injury and ¢« 
The driver, Ralph Isaaé, | 
Taylor avenue, said the 
against the side of the m 
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Disturbance—White - 
Raiders Blamed. 
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14/0 MEN KILLED 


AUTO ACIDENTS 
Q LLINOIS ROAD 


Benjamin Crews, 39, and 


Firman Worthy, 60, Lose 
Lives Within 12 Hours 


on No. 67. 


FORMER HIT WHILE 


CROSSING HIGHWAY 


Other Fatally Injured When 


d 
n 


His Truck Is Struck by 
Car Skidding on Slippery 


Pavement. 


vwo men were killed in acci- 
+; on Illinois State Highway 67, 
Alten, yesterday and early 


er 


eat 


{oa a \ 


genjamin Crews, 39 years old, a 
Louisan, was killed at 
m. today when struck by 
-,:tomobile while attempting to 
the highway a mile east of 
The driver was Albert 


St. 


melau e, 211 Volbracht street, Alton. 
‘nesses said Crews stepped into 


ae .th of the automobile 


4 . 
re A iS 
; 


. neck at St. Joseph’s Hos-| 


while 
1s traveling at moderate speed. 
pronounced dead of a 


‘rews moved to Alton from St. 
: about three years ago. 
he obtained work on the 
ral dam and _ lock project 
Police are seeking to find 
wife and daughter, who for- 
ived on Chouteau avenue. 
min Worthy, 60, a chauffeur 
an Alton furniture company, 
<jiied when a skidding machine 


ed into his truck a mile north-.| 


‘ of Alton at 3 p. m. yesterday. 
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23, were thrown out, Worthy 


Re-| 


and his helper, Robert. 
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STEAMBOAT PLOT 
SHOOTS WIFE AN 
ALLS HIMSELF 


Thomas A. Hines of the 
President Attacks His 
_Estranged Mate When 


Reconciliation Fails. 


GOES TO HER HOME, 
FIRES FOUR TIMES 


Runs Away From House 
and Ends Life While 
Policeman Attempts to 
Disarm Him. 7 


Thomas A. Hines, pilot of the 
excursion steamer President, shot 
and killed himself last night a few 
minutes after he had seriously 
wounded his estranged wife in the 
= of their 17-year-old daugh- 
er. 

Hines, 45 years old, fired a Lul- 
let into his head as Patrolman Cor. 
nelius Powers tried to snatch the 
pistol from his hand in an alley ia 
the 2700 block of Ann avenue to 
which Hines had fled. 

Visit to Estranged Wife. 

After weeks of trying to e*fect 
a reconciliation with his wife, Hines 
visited her at 7:15 o’clock at the 
home of her parents, Mr. and Mrs 
Walter Jansen, 2651A Ann avenue. 
where she has lived for the last two 
years with her daughter, Evelyn, 
a senior at McKinley High School. 

When he rang the door bell his 
daughter, and his wife’s sisters 
Miss Mary and Miss Lena Jansen, 
went down the stairs together. Po- 
licemen were told that Hines ap- 
parently in a good humor, said 
“Hello, Mary, I want to see Jenaie,” 
his wife. 

Evelyn Hines greeted her father 
and walked past him to the front 
porch. The two Jansen sisters start- 
ed upstairs as Mrs. Hines went to 
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COWBOYS CHASE RUSTLERS 
INTO MEXICO, KILL SEVEN 


PAGE 3A 


Join Soldiers 


and Attack. 


By the Associated Press, 

ALPINE, Tex., Sept. 22. — Seven 
members of a Mexican band of 
ranch raiders were killed by Texas 
cowboys and Mexican soldiers re- 
cently. The Texans recovered a 
herd of horses stolen from a Texas 
border ranch. 

The surviving members of the 
rustling gang are serving terms in 
Mexican prisons after speedy trials. 

The belated report of the raid 
came from A. F. Robinson, super-" 
intendent of a CCC camp 90 miles 
south of here. He talked with Elmo 
Johnson, Brewster County rancher, 
and leader of the cowboy posse and 
relayed the story here. 

The Mexican cowboys swept 
across the Rio Grande and made a 
midnight raid on Johnson’s ranch. 
They rounded up his herd of range 


J 


ranches. 


and a fight started. 


their horses. Others started to 


a scratch. 


a western Mexico penitentiary. 


Texans Retaliate for Horsethieves’ Midnight 
Raid on Ranch; Cross Rio Grande, 


horses and drove them into Mexico. 
Johnson immediately organized a 
band of cowboys from adjoining 


Across the Rio Grande the Tex- 
ans rode in pursuit of the thieves. 
Mexican Federal soldiers met them 
and joined in the’ search. Hours 
later they encountered the rustlers 


Seven Mexicans fell dead from 


flee 


and then surrendered. The detach- 
ment of soldiers and the cowboy 
posge came out of the fight without 


While the posse drove the horses 
back to Texas, the soldiers took 
their prisoners to a nearby village 
where trials were held and the pris- 
oners sentenced to 20 years each in 


JON LINDBERGH ENDS STAY. 
AT MORROW HOME IN MAINE 


Way by. Train to Grand- 

mother’s Residence at Engle- 
wood, N. J. 

ROCKLAND, Me., Sept. 22. — Jon 
Lindbergh, a summer vacation be- 
hind him, left here. by train last 
night for the Englewood (N. J.) 
home of his grandmother, Mrs. 
Dwight W. Morrow. His big Bel- 
gian police dog was in a crate in 
the baggage car. 

Jon celebrated his second birth- 
day a few weeks ago at the North 
Haven estate of Mrs, Morrow. 

The second son of Col. and Mrs. 
Charles A. Lindbergh was accom- 


panied by two women of the Mor- 
row household, in a drawing room 
at the rear of the train. 

Shirley Grant, 20-year-old North 
Haven girl, who had. been Jon’s 
nurse during the summer since the 
departure for Scotland of Betty 
Gow, nurse for Jon and the mur- 


On 


WOMAN, MAN 10 GO 
70 GHAIR ON OCT. 


tion of Two for C. W. 
Puhse’s Murder. 


the murder of Mrs. Puhse’s 
band, Charles W. Puhse, was 


at Edwardsville yesterday. 
The order was made after 


ing denial of motions for a 


I? 


Court Sets Date for Electrocu- 


The electrocution of Mrs. Ger- 
trude Puhse and Thomas J. Lehne, 
who were found guilty last May of 


hus- 
set 


for Oct. 12 by Circuit Judge Mudge 


the 


defehdants were sentenced, follow- 


new 


trial. Attorneys made no announce- 
ment that appeals would be taken. 

The court ordered the 43-year-old 
mother of two children and her 
middle-aged companion taken im- 


RISES EARLY 10 FISH 
AND CATCHES BURGLAR 


Woman Calls Police When 
She Sees Man Crawling 
Through Transom. 


If Mrs. Florence Wilson, 1107 Ho« 
diamont avenue, had not been go 
ing on a fishing trip early today the’ 
lice probably would not have 
een holding a prisoner in the bur- 
glary of the Shore Drug Co., 1100 
Hodiamont. 

Mrs. Wilson arose at 2:10 a. m. 
and looked out a window to ob- 
serve the weather. What attract- 
ed her attention, however, was a 
man climbing through the transom 
of the drug store. The man, wear- 
ing a cap and a gray sweater, 
walked west in Bartmer avenue, 
Just then a police scout car passed, 
Mrs. Wilson called to the police- 
men, who almost immediately 
found a man in a cap and gray 
sweater in back of a tavern at 
6239 Bartmer. 

In his pockets were $1.91 in pen 
nies, $17.45 in currency and silver, 
and a small spring. Alexander 
Shore, 1112A Hodiamont, proprietor 
of the store, said a spring which 
had fallen from a broken ice cream 
scoop had been left by him in the 
cash register, together with $17.45, 
The money and the spring were 
missing, as were numerous pennies 
from slot machines in the store. 

Mrs. Wilson identified the pris-’ 
oner as the man she saw leaving 
the place. He was recognized by 
police as Stanley ‘*‘iller, 38 years 
old, who had been sent te the pen- 
itentiary twice for burglaries here. 
and recently was released on $5000 
bond under two robbery charges, 


TOWN VOTING ON QUESTION 
OF FIRING OR KEEPING TEACHER 


Gillespie, Ill, Board Agreed to 
Method; Instructor Said to Have 
Been Strike Breaker. 

By the Associated Press. 

GILLESPIE, Ill., Sept. 22. — An 
election was being held in the (il- 
lespie Community High School Dis- 
trict today to determine if David 
Tallman, center of the controversy 
which resulted in a recent student 
strike, is to be retained on the fac- 
ulty. 


>, 


é 
SJ 


$ tie. 
“ : 2 ae im - 
Oe , ‘ ae . a re “4 : - WHS et afl tng eee 
¥ ™* ry ~* * io ‘“ ma — —_ , . a? . r > ty 
. = 5  § oe ae :  Viaert ¥ * ’ 
: ne an reel ee ria Se slot . , anit 
> > Pe aa ae ote a % , - . 
PEE Gree ge plete fons, — ae i ot 
wap ath 4 «wr “ an a - . 7 fd i vd ‘ Pi inte - 
aie cS. Soe en Ras od 
a mace ee) SU cg am % 
Z A i. aoe Y. 


- 


vs hans 9) 
5 2 igi 


» 2 #8 he ae: Sot LP win ae & en & oS is : Ae ee 


‘ Acie a ae oe Fon aa 
pli — > 


— 


12n6711 MY 
Rm 


‘ % 
SUREAUS TORE es +: 


ze 1933-34 epeseted’s Geamse | 


i 
Ay 


mediately to Chester Penitentiary, 
where, it is anticipated, the execu- 
tion will take place. 

Puhse, Granite City steelworker, 
was murdered last Jan. 26 at the 
Puhse home. He was at first 
thought to have killed himself. 
Mrs. Puhse and Lehne, former 
Venice, Ill., patrolman, confessed 
the murder after police confronted 
them with evidence contradicting 
the suicide theory. 


PRISONER IN SPAIN SAYS 
HE KILLED FRENCH JUDGE 


Police Don’t Believe the 
Story But Are Checking 


SSES BRANDING SON 
WITH RED HOT IRON 


kee Man Says He Tried 
k 16-Year-Old Bey 
of Stealing. 


ociated Press. Ww! 


AUKEE, Wis., Sept. 22.-- 


The election is being conducted 
by the Board of Education, which, 
while backing Tallman, agreed to 
that method of determining its of- 
ficial action. 

Students, aided by some adults, 
several weeks ago objected to his 
presence on the faculty, contending 
he had worked as a strike breaker 
during a labor dispute at Alton last 
summer. When the board first re- 
fused to take action a student 
strike was called and no classes 
were held for several dcys. After 
the election was agreed to, the stu- 
dents returned to school, 

Gillespie is the headquarters for 
the Progressive Miners’ Union and 
several other independent labor or- 
ganizations. 


WOMAN DRESSED AS MAN 
FINED FOR TOTING PISTOL 


Miss Edith Tate Pleads Guilty at 
St. Charles to Concealed 
Weapon Charge. 

Miss Edith Tate, 28-year-old St. 
Charles divorcee, pleaded guilty of 
carrying a concealed ,weapon and 
was fined $100 by Police Juiga 
Mahon of St. Charles yesterday, 


xing on his head on the pave- 
' Davis escaped with minor 


the door. 

Policemen were told that as Mrs. 
Hines reached the door, Hines drew 
a revolver. She slammed the door 
and started up the stairs, but be- 
fore she could turn away, Hines be- 
gan firing through the door. One 
of the bullets struck Mrs. Hines in 
the abdomen and she collapsed as 
she ran up the stairway. 

Unloads His Revolver. 

Hines, who had fired four shots, 
opened the door and walked part 
way up the stairs, to the point where 
his wife had collapsed. There he 
unloaded his revolver, leaving four 
shells and one loaded cartridge on 
the stairs. 

Then he ran from the house, 
pausing on the steps outside to re- 
load. As he walked west in Ann 
avenue he was sighted by Patrolman 
Powers, who noticed the revolver 
in his hand and shouted for him to 
halt. Instead, Hines ran north in 
Ohio avenue, then into an alley to 
the west. Powers was attempting | 
to disarm him when Hines shot! 
himself. 

Mrs, Hines, said by physicians to|sion, were thought to be at the 
be in serious condition, decided to|ranch nome of Will Rogers, the 
stay at the home of her parents for|movie comedian, The ranch, high 


dered Charles A. Lindbergh Jr., re- 
mained ox: che island. 

Constance Morrow, sister of Mrs. 
Lindbergh, left the island earlier 
yesterday to resume her studies at 
Smith Coliege. Mrs. Morrow and 
the rest of the household planned 
to depart for Englewood Monday. 


LINDBERGHS WILL REMAIN 
IN CALIFORNIA FOR PRESENT 


To Go East When They Are Wanted 
for Prosecution of Hauptmann 
for Kidnaping. 

By the Associated Press, 
LOS ANGELES, Sept. 22.—Col. 


and Mrs. Charles A. Lindbergh will 
remain in Southern California un- 
til their presence in the East in 
connection with the prosecution of 
Bruno Richard Hauptmann is re- 
quired by authorities. 

Lindbergh and his wife, in seclu- 
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(THE fac-simile of note, at top, is a reproduction of the message left on the window sill of the Lind- 
bergh home at the time of the kidnaping. It said:“Dear Sir: Have 50,000$ ready 25,000$ in 20$ 
bills 15,000$ in 10$ bills and 10,000$ in S$ bills. After 2—4 days we will inform you where to deliver 
the money. We warn you from making anything public or for notify the police. The child is in gut 
care. Indication for are letters are signature: ” 
The symbol of two interlacing circles appeared in the lower right-hand corner. 
paper was placed over the symbol when this photograph was made. 


j 
machine which skidded on! 
wet pavement was driven by 
Russell House, 24, of Jerseyville, | 
» said he bought the car, second- | 
on Thursday. House suf-. 
Ing, authorities said, he ‘i a fractured ankle. Clarence, 
i his 16-year-old son with ox of Jerseyville suffered a frac- | 
hot soldering iron to “break tured nose, and Harry Herring of) 
stealing,” Fred Ernsting, 42, A‘or; also a passenger in House’s| 
rested, and is held in jail (at was cut and bruised. 
“Worthy resided at 212 West Elm | 
, Alton. | 


a it- for the boy’s own good.” one momenad 
g told the District Attorney 
wept. Authorities said the 
i them he had been scarred 
_he had stolen 25 cents 
Ss mother’s purse to attend 


Man Killed After Collision While 
(rying to Stop Passing Truck. 
Adam Krock, 39, East St. Louis, 
~ Killed when run over by a truck 
nh he sought to stop following 
collision: between his automobile 
and a truck on Highway 66, five 
ies east of Union, Mo., at noon 
yesterday. 
rock was riding with his yife 
small son and Mrs. Krocx's 
irents, Mr. and Mrs. John Kenney. 
machine skidded on the wet 
‘ement and collided with a trane- 
' truck. Whe driver of a milk 
« with trailer, following Krock’s 
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By the Associated tal 

BARCELONIA, Spain, Sept. 22.— 
A man arrested at Viella, Cata- 
lonian-French border town, has de- 
clared he was one of the killers of 
Judge Albert Prince in France early 
this year. The man said he was 
Etienne Marius Combes, 36 years 
old, of Nimes. 

The Judge, about to give testi- 
mony in the financial operations of 
the late Serge Stavisky, was found 
dead on railroad tracks near Dijon, 


ele I 


ct Attorney William Zabel 
e boy, Wayne, who related 
s father had locked him i 
hroom while he heated the 
er a kitchen stove, beggec 
s father not be jailed. 
bn’t steal any more,” Way 
I'll be a good boy. I don’ 
D see father go to jail. He 
doit again. He's a goodm ; 
Wayne added his six broth-@ : 


A blank piece of 


Sage hg 


extradition of Ivan Poderjay from 
Vienna on charges of perjury, has 
been instructed by cable to proceed 
to Leipzig to check Hauptmann’s 
story that a man named Isadore 
Fisch had given him the $13,750 


eee 
ae 
ey 


‘made to move Hauptmann to New 
Jersey. 

In Hopewell, N. J., pictures of 
Hauptmann were identified bv The- 
odore Kuchtiak, watchman at the 
Lindbergh house during its con- 


LINDBERGH BABY 
INQUIRY TURNS TO 
EVIDENCE ON MURDER 


Continued From Page One. 
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up in the hills between Santa Mon- 


)d «6sisters also loved their 


l was so moved, he said, by 
i’s plea, he instructed his 
nt to ask for leniency when 
e of Ernsting, who is un- 
ed, is tried. 


machine, 
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fi, ¢ 
root 


t, 


vier partly on the road. 


found that his brakes 
‘d not hold and turned down a 
embankment, leaving the 
Krock 


jumped out to flag a lumber truck, 


yr 


r 


ch followed the milk truck, The 
‘er, Ira Keeney, of Licking, Mo., 


have made very definite progress,” 
he declined to indicate if any addi- 
tional evidence had been obtained. 
Foley, however, said he was certain 
that Hauptmann had received the 
entire $50,000 ransom money. “I 
have no doubt he is the man,” the 


struction in 1931, as “very much 
like” a man who wanted to go 
through the house at that time. 
Kuchtiak said he told the stranger 
it was against the rules, whereupon 
the man wanted to see the stair- 
way, which Kuchtiak also refused. 


fo-nd in the Hauptmann garage, 
to keep until he returned from 
Germany. 

Johnson also was instructed to 
go to Kamenz to interview officials 
there on the theory that some of 
the ransom money might have 


treatment, rather than go to a hos- 
pital. 
River Man for 22 Years. 
Hines, who was from Birming- 
ham, Mo., resided with his mother, 
Mrs. Mary J. Hines, and a sister, 
Mrs. Stella Ashert, at 3895 Wash- 
ington boulevard. They said today 


ica and Bel-Air, was said to have 
been offered as a haven to Col. and 
Mrs. Lindbergh by Rogers in a ca- 
blegram. Rogers is in Europe. Oth- 
er reports, however, said the Lind- 
berghs were at a mountain retreat. 

The grocery deliveryman, iceman 


been murdered. 


the Judge for 100,000 francs, 


France, under circumstances lead- 
ing the police to believe he had 


Combes, authorities said, asserted 
he and another man had murdered 


but she said she was dressed as a 
man when arrested only to “have 
some fun.” 

A patrolman making his rounds 
saw her staggering in an alley back 
of a tavern on North Second stree* 
Thursday night. He jearned there 


- 


oe 


Dr. Condon today expressed the 
belief that there were three men 
in the kidnaping plot and that one 
of them had been murdered. 

More Money Recovered. 

Two additional $10 gold notes in 
the $50,000 ransom money were ob- 
tained by detectives yesterday trom 
Mrs. Pauline Rauch, 75-year-old 
mother of Max Rauch, Hauptmann’s 
landjord. She said Hauptmann had 
given her the bills in rent pay- 


been sent there. 

Police said today that thev had 
found a man who contradicted 
Hauptmann’s story that Fisch, his 
former associate in the fur Lusi- 
ness, had given him a package con- 
taining the $13,750. This man, whose 
identity was not disclosed, said in- 
stead that Hauptmann had heer 
one of several people from whom 
Fisch borrowed money. At one time 
in 1932, according to this witness, 


was a dice game going on in che 
back room of the tavern. He 
thought she was a man and took 
her to the police station. 

There a .32 caliber revolver was 
found in her possession. That she 
was a woman was discovered when 
her hat was removed and a wig 
came along with it. She was wear- 
ing overalls and a white shirt, and 
had smeared her face and arms 
with grease. She was employed at 


and the milkman were reported to 
have been the only ones admitted 
through the guarded gates on the 
Rogers ranch throughout the day. 

Lindbergh canceled an engage- 
ment he had yesterday with D. T. 
Smith, brother-in-law of E. L. Cord, 
Airline executive, at Grand Central 


Air Terminal. 


HAUPTMANN’S 
“OTHER MAN” IS 


PARIS, Sept. 23—The reported 
arrest in Spain of a man said to 
have confessed the murder of Judge 
Albert Prince coincided here with 
publication of the secret police re- 
port of, Judge Prince’s death. The 
French secret police expressed scep- 
ticism of the story told by the pris- 
oner, but were checking it up. It 
is an old trick of dead-beats to 
accuse themselves of crimes to get 
themselves sent home at public ex- 


District Attorney said. | 

There were, however, reports that 
Hauptmann had an accomplice, and 
Federal officials admitted that such 
might be the case. 

New York police today were in- 
structed to pick up an unidentified 
woman as a possible accomplice of 
Hauptmann, 

Handwriting Identified. 


The New Jersey investigation has 


Wes unable to stop, due to the wet 
vavement and the truck ran over 
| x, crushing his chest. He was 
pieced in a laundry truck driven by 
ceorce Schmidt, Washington, Mo., 
‘ut cied on the way to a hospital. 
Sone of the other persons involved 

‘he series of accidents was in- 


he had been despondent over fail- 
ure to bring his wife to a recon- 
ciliation and had been drink- 
ing heavily. He had been em- 
ployed by Streckfus Steamers, Inc., 
for seven years, and had been a 
river mnan for the last 22 years. 
Besides his mother and sister, he 
is survived by two brothers, Capt. 
E. O. Hines of the Federal Barge 
Line, and Floyd Hines, a river man 
of Neely’s Landing, Mo., and a sis- 


DIGGER FOUND SLAIN 
PENNSYLVANIA CEMETERY 


-Old Man Unconscious From 

ead Wound at Another 
Burial Ground. 

ssociated Press. 


NANDOAH, Pa., Sept. 22.— 
Ruthkowzky, 72-year-old 
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“he Krock home is at 3118 Bent 
tienue, East St. Louis. 
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digger, was found dead with 
gash in his head last night 
huanian Cemetery. Earlier in 
David Miles, 88, of Weston 
was found unconscious from 
lar wound in Annunciation 
ry. 
e boys who found Miles told 
about a “wild looking” m4 
poke to them obscenely 2° 
mntered the cemetery 4%? 
ut his hands over his fag 
d. He was wearing a wh 
ey said. Groans led them t 
Sixteen stitches were PU 
es’ head at a hospital before 
removed to his home. 
kowzky’s body was found D! 
fe and son, Joseph J., afte 
ather did not return from 
for his evening meal. He 
retched at full length ové 
h from a freshly-dug grav®- 
said they thought he was 
on the head with a club of 
die of a pick. 


ot Goes Deep Sea Fishing: 
Associated Press. 

RRISBURG, Pa., Sept. 22.— 
Pinchot left by plane yester™ 
br Block Island, R. L, for ® 
of deep sea fishing. 


Man Knocked Down on Street at 
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| a. m.; Driver Goes On. 
‘ames Plumlee, 67, was knocked 
wn b¥ an automobile at Broad- 
and Tyler street at 1 a, m. 


"cay and left in the street by the 


*r, who continued on. Plumlee, 
ing at 910 Tyler street, is in 


‘vy Hospital with fractures of the 


and nose and severe contu- 


‘ohn Struminski, 13, 1415A North 


\. street, was knocked down by 


42 automobile at Howard and Sev- 


Streets last night. He suf- 


i ‘ed a skull injury and contusions. 
‘ne driver, Ralph Isaac, 1393 North 


ao 


or avenue, said the boy ran 
‘inst the side of the machine. 


“x persons were injured in a col- 
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| between two machines at Le- 


“6. Ferry road and Lindbergh bou- 


‘d yesterday afternoon. Mrs. 
' Gattermeier, Olean, Mo., is in 
Louis County Hospital with pel- 
‘juries and a possible fracture 
spine. The others, cut and 
ed, were: John Gattermeir, An- 
Baumann, 5544 Palm street, 
ank Bieser, Festus, Mo., and Mr. 
° Mrs. Henry Bieser, St. Mary’s, 


CAUGHT IN EXTORTION TRAP 


Man Said to Be “The Chicago Six” 


disclosed, Col. Schwarzkopf said at 
Sea Girt, that the handwriting of 
Hauptmann had been identified 
“positively” by Albert S. Osborn, 
New York expert, as the same as 
appeared on the several ransom 
notes resulting in the payment of 
the $50,000 by Dr. John F. (Jafsie) 
Condon in a Bronx cemetery a lit- 
tle more than a month after the 
kidnaping. 

In linking Hauptmann with the 
ladder, Schwarzkopf said that the 
lumber had been traced to the yard 
of the National Millwork & Lum- 
ber Co. in the Bronx and that in- 
vestigators had learned Hauptmann 
had worked there on odd jobs prior 
to the kidnaping. ' 
Schwarzkopf said the investiga- 
tion had not disclosed that Haupt- 
mann had been employed as a car- 
penter in the construction of the 
Lindbergh home in Hopewell or 
about the household of either of 
Col. Lindbergh or that of Mrs. 
Lindbergh’s mother, Mrs. Dwight 
‘W. Morrow, in Englewood, N. J. 

Worked in New Jersey. 
He said, however, that Haupt- 
mann had worked as a carpenter 


jin New Jersey before and after the 


kidnaping. Hauptmann said in the 
police lineup he had worked at 
Lakewood, 40 miles from Hope- 


well. 


ments, the first on Jan. 3. The sec- 
ond was received by her son last 
Tuesday, she said. 

Mrs. Anna Hauptmann, wife of 
the prisoner, was steadfast today 
in professing her belief in her hus- 
band’s innocence. 

“I still believe in him,” she said. 
“I don’t believe he could have had 
anything to do with such a terrible 
thing.” 

She said she had asked him at 
the police station to “tell me the 
truth,” and that her husband re- 
plied he had had aothing to do with 
the kidnaping. 

Question Is Resumed. 

Hauptmann, who slept the sound 
sleep of exhaustion last night in 
his cell at The Bronx County jail, 
was taken back to the District At- 
torney’s office shortly before noon 
today. 

There the District Attorney and 
detectives resumed their quest.:on- 
ing. Hauptmann wrung his hands 
continually, and to some of the 
questions he replied by murmuring: 

“What can I do? What can I 
do?” 

In an adjoining room his wife 
who has not seen him since he 
was taken to The Bronx jail, an- 
swered all questions readily. She 
appeared calm. 


Third Man Is Named. 


Fisch told Hauptmann he needed 
money and, rather to his surprise, 
Hauptmann offered to lend rim 
some. 

According to tne story of this n- 
identified man, the first loan was 
$3000 or $4000, and there were siib- 
sequent loans, the total being 
$7500. 

In addition, his story said, Fisch 
borrowed from two other persons at 
least. 


Chief Calls Hauptmann 


“Cvolest Customer.” 
By the Associated Fress, 

WASHINGTON, Sept. 22.—Bruno 
Richard Hauptmann was described 
today by J. Edgar Hoover, direc- 
tor of the Division of Investigation 
of the Department of Justice, as 
“the coolest customer I have ever 
seen.” 

The man who directed the Fed- 
eral hunt for the kidnaper had just 
returned from New York to report 
to Attorney-General Cummings on 
the developments in the case. 

Hoover said Hauptmann _§re- 
maintd impassive to all questioning, 
except at one time. 

“When his own baby was men- 
tioned,” the director said, “he 
broke down monentarily and tears 


Federal 


ter, Mrs. Hazel Wenger, of Omaha, 
Neb. 


PRESS OF GERMANY 
IS STILL SILENT 
ON NATIONALITY 
Continued From Page One. 


money, securities, stamps, coats and 
victuals. These resulted in his be- 
ing sent to jail in June, 1919, for 
a five-year term. He served four 
years and his conduct in jail was 
so exemplary that the fifth year 
of imprisonment was canceled. 
The Tageblatt first acquainted 
its readers with a robbery March 
22, 1919, in the following words: 
“A bold robbery occurred March 
20 about noon near Prence’s brick 
factory. 

“Two women, one from Wendisch 
Baselitz and the other from Nebel- 
schuetz, were held by two lads aged 
about 18 and 19, dressed in gray 
military uniforms and _ shouting: 
‘Halt! Unpack or we will shoot. We 
are Spartacists.’ 

“Both women, each of whom 
pushed a baby carriage, were 
searched while a revolver was held 
at their faces. They were robbed 
of a yellow leather purse with three 
marks, eight food ration cards, as 
well as nine rolls. 

“When a team of horses appeared 


DEAD IN GERMANY 
Continued From Page One. 


one doctor’s bill, marked paid, and 
amounting to 800 marks ($300). He 
indicated that at the time of his 
return, Isidore was in possession 
of a large amount of money. 

“Isidore first lived with me,” he 
continued, “but later he moved to 
the hospital where he died. His 
friend watched by the bedside 
waiting for him to die, and then he 
returned to the United States, go- 
ing back on April 24, 1934.” 

The friend’s mothere, also inter- 
viewed, disclosed that prior to 
Fisch’s death the latter turned over 
to the friend full power of attorney 
and his brother and sister gave him 
the right to withdraw all his re- 
maining money in America. 

The friend behaved rather cold- 
ly, his mother said, and returned 
immediately to the United States 
after Fisch’s death. 

The friend’s mother was amazed, 
she said, when she found Fisch had 
bequeathed nothing to her son, 

Sister Has Key to Safe. 

Fisch’s sister Hannah, the mother 
declared, received from Fisch a 
short while before he died the key 
to a safe he had in the United 
States, 

“He told her to keep it,” the 


pense. 


Body Is Discovered Near 
Nashville. 
By the Associated Press, 


as “Robert Robert” 


er injuries last night. 


few pieces of clothing. 


ing into unconsciousness. 


Shotgun in County. 


ST. LOUIS MAN FOUND HURT 
ON HIGHWAY IN ILLINOIS 


“Robert Robert” Partly Clad When 


CENTRALIA, Ill., Sept. 22.—Au- 
thorities were attempting to learn 
how a man who identified himself 
of St. Louis 
suffered a fractured skull and oth- 


The man was found unconscious 
on State Highway No. 15, four miles 
east of Nashville, and brought here 
for medical treatment. He wore 
no hat, shoes or socks, and only a 


On the way to a hospital here, he 
recovered sufficiently to give his 
name as “Robert Robert,” and sev- 
eral St. Louis street addresses. First 
he said he lived at 3600 Arsenal, 
but changed the address to 5000 
and 4603 Arsenal before again laps- 


FARMER ENDS LIFE IN WOODS, 


Felix Gremaud Kills Self With 


Felix Gremaud, 45 years old, a 


a St. Charles shoe factory until 
three weeks ago. 


STABS HUSBAND IN CAFE 
IN QUARREL OVER MONEY. 


Wife Uses Butcher Knife on Hus- 
band Who Kefuses to 
Prosecute. 

Fred Schmidt, 48-year-old chauf- 
feur, was stabbed in the abdomen 
by his wife, Margaret, 40, during 
& quarrel in a restaurant at 614 
South Vandeventer avenue at 5:3@ 

p. m. yesterday. 

Mrs. Schmidt told police she went 
to the restaurant in an effor’ to 
get money from her husband, who 
was paid on Thursday. They quar-~ 
reled and Schmidt started toward 
her, she related. She picked up a 
small butcher knife-and cut him, 
according to her statement. 

Schmidt, taken to City Hospital, 
asserted he did not recall how he 
was injured, and refused to file a 
complaint against his wife. They, 
reside at 4475W Papin street. 


Three Sets of Twins in Family. 

SALT LAKE CITY, Utah, Sept, 
22.—Mr. and Mrs. Myrum A. Brady 
of this city have three consecutive 
sets of twins. 

Each pair consists of a boy and 
a girl. The oldest twins are 9 
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years old, the next 7 and the third 
3. Mr. and Mrs. Brady have six 
other children, ranging from 1 to 23 
years. 


farmer at Bowles avenue and High- 
way No. 66, St. Louis County, was 
found dead in the woods on his 
farm yesterday by his 12-year-old 
son, Eugene. He had been wounded 
in the head. Beside him was his 
double-barreled shotgun with one 
shell discharged. The boy, return- 
ing from school, missed his father 
and went to look for him. Coroner 
Tiernon said he would not hold an 
inquest. 

Gremaud is survived by his 
estranged wife, Mrs. Mary Gremaud, 
jand the son, | 


came in his eyes. That was the 
only time he showed any emotion 
of any kind during his lengthy in- 
terrogation.” | 

Hoover said Hauptmann thought 
carefully over each question put to 
him by investigators. Usually he 
paused for perhaps 15 seconds be- 
fore making his curt, non-co ital 
answers. 

Hoover expressed confidence that 
Hauptmann “is the man” who en- 
gineered the Lindbergh kidmaping. 
He refused to discuss the possibil-| Hauptmann’s connection with the 
ity of others being iavebved with | Lindbergh case was taiked of every- 
Hauptmann, | where in Berlin. 


Meanwhile, Mrs. Hauptmann and 
her relatives disclosed that the man 
who sailed for Germany last No- 
vember with Isadore Fisch, the fur- 
rier who, Hauptmann said, entrust- 
ed the $13,750 in ransom money to 
him, was Henry Uhlig, a furrier and 
Fisch’s intimate friend. 

Fisch lived with Uhlig in a smal! 
hall bedroom in the lower Bronx, 
and the landlady there said Haupt- 
mann visited him there almost 
every day. 

Arthur Johnson, New York de- 
tective, who speaks German and 
who is now in Vienna awaiting the 


Schwarzkopf declined to say 
whether any witnesses had been 
found who saw Hauptmann near 
the Lindbergh home at the time 
of the kidnaping. 

Gov. Moore, announcing that New 
Jersey would delay its request for 
extradition of Hauptmann, said the 
importance of the case “justifies 
the utmost caution and thorough- 
ness in its preparation and dictates 
the wisdom of precision rather than 
haste in order that justice may 
fully be served.” The Governor 
said it “probabiy will take longer” 
jthan a week before any move is | 


Held in Phoenix, Ariz. 
. & © Associated Press, 
TELEPHONE: MAIN 1111 _, VENIX, Ariz., Sept. 22.—Iden- 
4 Daily by the Pulitzer Publishing CO” by authorities as “The Chi- 
ifth Boulevard and Olive 8 **o Six,” Herbert William Her- 
RESS “eae 
DDIT BUREAU OF CIRCULATIONS,  "°'" was held in jail here today 
sclated Press is exe entitled “reed with attempting to extort 


for republication of all pews disp - Serv 
it or not oth credited in +. ‘rom Mrs. Virginia Miller of 


n~ 


gen also the oe = =O@rn tor 
rights of republication i 
herein are also reserved. “© “as arrested yesterday by au- 


' a. 
sgl guar Ml cal pF ange »... /€S, Who had lain in wait for 
es isnot available.) $10 * ®* than 12 hours, near a fire 
ar guides’ Gee eee ‘’ where a dummy package had 
only. « ; . § idden in response to a third 
“ai demand. Hermann said he 
wife and two children in 
Og ton, 


mother said, “because it was for his 
safe in America. I understand, 
however, that Hannah and Pinkus 
turned over to my son full power 
signed by them to withdraw all 
Fisch’s remaining money from 
America. But so far as I know, 
the money has never been with- 
drawn, and no word has come from 
my son regarding its whereabouts.” 
Leipzig police said the body of 
Fisch probably would be disin- 
terred for post mortem examina- 
tion .f the New York police should 
reques it. 


they (presumably the robbers) fled 
into a nearby forest. One of them 
had a long pale face and the other 
a healthy ruddy face. Both were 
clean shaven and speak the local 
dialect.” 

Hauptmann’s father died in 1917. 
Two brothers were killed in the war, 
in which Bruno also served. He 
was a machine gunner.. Another 
brother lives in Dresden and a sis- 
ter in West Hollywood, Cal. 
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THE POST-DISPATCH PLATFORM 


1 know that my retirement will 
make no difference in its cardinal 
principles; that it will always fight 
for progress and reform, never tol- 
erate injustice or corruption, always 
fight demagogues of all parties. 
never belong to uny party, always 
oppose privileged classes and public 
plunderers, never lack sympathy 
with the poor, always remain de- 
voted to the public welfare; never 
be satisfied with merely printing 
news; always be drastically inde- 
pendent; never be afraid to attack 
wrong, whether by predatory plu- 
tocracy or predatory poverty. 


JOSEPH PULITZER. 


LETTERS FROM THE PEOPLE 


The name and address of the author 
must accompany every contribution, 
but on request wiil not be published. 
Letters not exceeding 200 words will 
receive preference. 


Tip to His Mysterious Majesty. 
To the Editor of the Post-Dispatch: 

ITH these first crisp autumnal] days 

comes a realization that we are defi- 
nitely entering another season and, for 
St. Louis, the most enchanting of the 
year. Soon will appear His Mysterious 
Majesty and the band of merry revelers 
to hold the Court of Love and Beauty. 
What a beautiful spectacle, all worked 
out with such meticulous care for the 
delight of the eye! 

But alas! every rose has its thorn, ev- 
ery ointment its fly! And at the risk of 
going to the chopping block, may one 
make a mild suggestion? If so, it is 
here set forth. 

Resplendent are the retainers of His 
Majesty’s Court in their well-pressed 
black vestments which emerge that eve- 
ning for their initial bout after a dor- 
mant season in mothballs. A note of dis- 
tinction is added to the tenure of these 
cavaliergs by the insignia hung on gay 
ribbons, 

But woe unto us! How soon they are 
divested of their dignity, for, in most 
cases, in the excitement of the occasion, 
the ribbon becomes restless and rides not 
only the collar but the neck. Very fre- 
quently, that unruly member, the collar 
button, becoming irritated over the extra 
duty of holding taut not only tie but gay 
ribbon as well, relinquishes hold on the 
whole cussed proposition, and soon the 
perspiring victim wears anything but an 
aspect of dignity. 

And so, as a lover of beauty and a 
yearly onlooker, could I timorously in- 
quire why His Mysterious Majesty, in 
dispensing the yearly gifts of “what- 
nots” which tired housekeepers are so 
weary of dusting, could not present to 
his cavaliers collar buttons of sufficient 
strength to do the whole business of 
holding down both tie and _ ribbon? 
Nothing is so depressing as to witness 
the parade of lovely maids attended by 
a long procession of tired business men 
with tie and ribbon fairly up to the lobes 
of their ears and the posture of weary 
cab horses with noses in the feed bag. 

Pep up, boys, and forget the income 
tax for one night. A little more ginger 
in your step, and “for Goddes sake so 
deare,” as Chaucer would say, have the 
wife pim.down your tie and ribbon with a 
strong pin lent for the occasion by your 


youngest-born. 
CHABLIS. 


Section 7A. 

To the Editor of the Post-Dispatch: 
ECTION 7A may be as clear as the 
President says it is. But, if it is, why 


can't his own officers agree on it? 
OLD READER. 
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Plan for Prosperity. 

To the Editor of the Post-Dispatch: 
N reading the article on recovery 
by Lloyd George in the Sunday 
Post-Dispatch, I have come to the con- 
clusion that recovery of all nations would 
be an established fact provided that all 
unemployed persons now living on doles 
were profitably and gainfully employed 
steadily the year around, at wages of 
from $3.60 to $6 and up per day of six 
hours, with a five-day week. This would 
automatically require two shifts of work- 
ers per day in any factory, mill or mine, 
and would increase the purchasing power 

of American toilers many-fold. 

There would be no surpluses of farm 
or factory products; those surpluses 
would eventually be consumed. There is 
absolutely no need to destroy any wheat, 
cotton or hogs. Neither is there any 
need to reduce acreages of the same as 
long as there are millions of unemployed 
people on the verge of poverty, misery 
and distress. There is no need to pay 
excessive salaries to banking, insurance, 
railroad, mining, factory or other execu- 
tives. There is no need for multi-million- 
aires to derive large incomes leading to 
vast concentrated wealth, without due 
thought given to underpaid, underfed un- 
employed persons. 

If there be certain wage-earners who 
have outlived their usefulness, they 
should be pensioned. Some form of in- 
dustrial sickness and accident insurance 
should be provided for all American 
toilers. ADOLPH DYROFF. 

Dupo, Ill. 


Recalling Butler’s Indians. 
To the Editor of the Post-Dispatch: 
FTER a quarter of a century of de- 
cent elections, it looks as though we 
are getting back to the days of the But- 
ler Indians again. 

A brave Circuit Attorney, later Gover- 
nor, Joseph W. Folk, broke up that 
racket, and not in any elections until re- 
cently have the newspapers devoted any 
space to election frauds. But when a 
ward boss boasts to the press, “We vote 
them like a machine in my ward,” and 
when a thousand or more are registered 
from vacant lots, etc., you don’t need 
any more evidence for any Circuit At- 
torney. 

When young men are taught to become 
election crooks, it is only another step 
to becoming real crooks and gangsters, 
as we find out from Kansas City and 
Chicago. The time to put out a fire ‘s 

the start. The time to stop election 
every is the same. Do it now. 


AN AMAZING STATEMENT. 

Robert B. Brooks, formerly Director of Streets 
and Sewers in St. Louis, made a statement in Wil- 
mington, Del., this week that calls for reply. 

Testifying as an expert in the hearing on the pro- 
posed settlement of the affairs of the Missouri-Kan- 
sas Pipe Line Co., Mr. Brooks asserted that it 
would be impracticable for another natural gas pipe 
line to come into St. Louis. This, he asserted, is so, 
because (1) the franchise of the Laclede Gas Light 
Co., is exclusive; (2) there is no remaining right of 
way into the city; (3) the streets are already occu- 
pied by the distributing pipes of the Laclede com- 
pany and cannot be occupied by the distributin 
system of a competitive corporation. 

On the contrary, the franchise of the Laclede Gas 
Light Co. is not exclusive. We have related time 
and again that the company was originally given 
an exclusive grant in St. Louis, but that so many 
protests were filed that the Legislature revoked this 
provision. Neither is it correct to say that there 
is no remaining right of way into the city for a 
natural gas company. It would be perfectly prac- 
ticable to bring another pipe line in here, and we 
know of no engineering reason why 20 such pipe 
lines could not be brought in. 

If what Mr. Brooks says of the Laclede pipes 
in the streets were accurate, that could mean only 
that the streets belong to the gas company. Nothing 
of the sort is true. The streets belong to the mu- 
nicipality. It was exactly this point which came 
up in the fight upon the perpetual franchise sought 
by the street railway company. The City Charter 
limits any such grant to 50 years. The street rail- 
way people proposed to make theirs a perpetual 
grant. They lost the battle. 

Mr. Brooks says the city has all the gas it needs, 
which is beside the point. The city is interested in 
getting cheap gas and in making this great facility 
available to the masses. There are more than a 
score of considerable cities which have cheap natural 
gas, where thousands of homes are heated by gas, 
and where the rates are such as the people can pay. 
That is the point. No one, so far as we know, has 
ever asserted that there is not enough gas in the 
city. The arrangement between Laclede and the Mis- 
sissippi River Fuel Corporation has made available 
a mixture of artificial and natural gas. We have no 
lack of either. What we do lack is cheap gas. 
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Speaking of towns, whatever became of Wester- 
ville, O., home of the Anti-Saloon League? 
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“THE WOMAN KNOWN AS LIL.” 

Moved by the burning of Nome, the Emporia 
Gazette recalls that Alaskan city’s heyday: “Nug- 
gets, triumphs and sorrows, clinking glasses, havens 
of the sourdough, grubstakes and $1 eggs, forgotten 
men and forgetting women, cremations and shootings, 
Dan McGrew and ‘the woman known as Lil.’ ” It is 
a picturesque pageant, but it grieves us to note 
in the Athens of Kansas such a forgetfulness of 
the classics as is indicated in the last figure invoked. 
Every Robert W. Service addict, every veteran 
elocutionist and every member of the past’s far-flung 
audiences could correct the identification. For the 
woman in the double murder case of Dan McGrew 
and “the stranger fresh from the creeks” has gone 
down in history as “the lady that’s known as Lou.” 
The poetic reporter of that epic tragedy in the Mala- 
mute saloon, on a night which was 50 below, gazed 
at her as the dire events proceeded, and exclaimed: 
“How ghastly she looks through her rouge—the lady 
that’s known as Lou!” And when her piano-playing 
husband and Dangerous Dan had pumped each other 
full of lead, Lady Lou emerged as sole survivor of 
the tragedy, clutching her avenging spouse’s poke of 
gold. An enterprising woman she was, ever alert to 
opportunity. But so fleeting is fame that posterity, 
at least in Kansas, thinks she was “a woman known 
as Lil.” 
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In Massachusetts Democrats “voted her 


straight” for Curley. 
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ANOTHER $53,000 WASTED. 

Efforts of party committees brought out an un- 
usually large number of new voters—about 61,000— 
for the supplementary registration Thursday, so a 
comparatively low per capita cost was recorded. Since 
the day’s activities cost about $53,000, the outlay 
per name was around 87 cents. Last October, at a 
registration preliminary to the hospital bond elec- 
tion, the cost per voter was $8.01. The average 
registration cost per voter here is 56.6 cents, a sur- 
vey has shown. 

Even the low per capita figure for this week’s 
registration is too high. Under a system of perma- 
nent registration, for which a widespread movement is 
developing, almost the entire outlay of $53,000 could 
have been saved. Milwaukee’s expense under this 
system is 12.5 cents per voter; Detroit’s is 11.6 cents. 
If St. Louis used this method, new voters would 
merely appear at Election Board headquarers at any 
time up to a certain period before the election; those 
recording changes of address would not even have 
to go there. A few clerks in charge of filing cabinets 
would take the place of the officials who were on 
duty at 669 polling places Thursday. Necessarily, the 
present patronage involved in this needless function 
would be abolished, which explains the opposition 
among polit#eians to this logical reform. 
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A Frenchman who has been touring the country 
says “Kansas City is the wickedest town in Amer- 
ica.” But let’s wait till he hears from the other 
49,999,999. 


a ee 
— 


COUNTER-MOVEMENTS ON THE EAST SIDE. 

East St. Louis and St. Clair County are present- 
ing a curious pair of cross-purpose movements in 
the matter of local government. In the city, there 
is &@ group urging abandonment of the commission 
type of Council and return to the old aldermanic 
form. This would replace the present small legisla- 
tive body elected at large with a much larger cham- 
ber chosen by wards. On the other hand, in the 
county as a whole, the Taxpayers’ League is working 
for adoption at the polls in November of a proposi- 
tion establishing the commission form of county 
government, This would supplant the present County 
Board of Supervisors, consisting of 45 members from 
22 townships, with a board of three commissioners 
elected at large. 

Cities the size of Hast St. Louis which are making 
the best headway in municipal affairs these days are 
those which have moved on to the city manager plan. 
Cincinnati is the shining example of what can be 
done under a city manager charter. Similarly, the 
rise of the commission form of county government 


REGUSTED. 


and the still newer county manager plan have come 


out of the realization that boards of supervisors are 
unduly large and unwieldy and too prone to indulge 
in expensive logrolling politics. 

Voters in St. Clair County have an opportunity to 
take a forward step in local government. The move- 
ment in East St. Louis is in the opposite direction. 
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BANKING SERVICE CHARGES. 

Are the banks making a serious mistake by set- 
ting up a scale of charges for various services ren- 
dered their patrons, such as cashing or crediting 
out-of-town checks? As to this, there is no doubt 
in the mind of Dr. Ivan Wright, professor in charge 
of the courses in banking and finance at the Univer- 
sity of Illinois. This specialist in banking processes 
and functions sees in such charges the means by 
which bankers will alienate patronage and good will 
at the very time when their institutions should be 
endeavoring to obtain all of both~they can. 

Pointing out that banking facilities for the aver- 
age man have long been in “a deplorable condition,” 
Dr. Wright says: 

Thrift and saving are discouraged because 

small accounts are not wanted. Service charges 
are discouraging the small account. It would 
seem better to increase the_facilities for the 
average individual to make sure his savings are 
safe. It has always been the mass of small sav- 
ings that has made large bank accounts possible. 
Thrift should be encouraged, not discouraged. 
. . « In foreign countries where banks cater to 
the small saver and the small account, and every 
facility is provided to encourage the average 
individual to be thrifty, we find that the banks 
have stood up well throughout the crisis. Only 
the large capital accounts have brought on em- 
barrassing situations. 

From this point, Dr. Wright goes on to make 
the pregnant suggestion that the time has come for 
banks to return to the commercial banking busi- 
ness and to support every effort which will encour- 
age its development. This, as he says, is the way 
to build up self-liquidating assets. Such banking 
business is not only the lifeblood of the community; 
it is far safer than the extension of credit for certain 
capital uses. Many a closed bank which has cost its 
depositors a large share or all of their accounts 
bears sorry testimony to this. 

Dr. Wright comes to the conclusion that if our 
banking system as we have it today cannot serve 
the workingman and other small depositors, and help 
to stimulate a revival of commercial business, the 
way must be opened for widespread branch banking 
and the many economies in banking practice which 
it affords. It should not take long for experience 
to pass judgment on this view. 

Meantime, if the banks find that some of their old 
customers are no longer coming in and asking for 
banking services, they will know one reason why. 
There may not be a great deal of profit just now 
in attending to the small wants of a great many. 
Yet the time may not be far distant when the banks 
will be wishing for the bustness of those whose 
patronage they so recently discouraged. 
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45. 

Winning a doubleheader at Brooklyn yesterday, 
the Dean brothers achieved a total of 45 games won. 

This was the boast of Dizzy Dean last spring, and 
we made the mistake of putting him in the category 
of Iago and the vain Mudjekeewis. We are sorry. 
One of the baseball writers says the difference be- 
tween Dizzy and any other boaster he ever saw is 
that Dizzy does even better than he says he is going 
to do. Further evidence of Dizzy’s restraint is that he 
said not a single prophetic word about Paul’s no-hit 
game of yesterday. 

We must read Freud again. 
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RIVER FRONTS HERE AND ELSEWHERE. 

Thanks to the current issue of the Streckfus Line 
Magazine, St. Louisans and their city officials are 
reminded that many Mississippi River ports have 
turned their water fronts into places of beauty. St. 
Paul has a parkway six blocks long and a block 
wide faced by modern buildings. Keokuk has a river: 
side drive and an elevated park. Cape Girardeau 
has a landscaped double boulevard. Quincy has its 
Riverview Park, Davenport its Le Claire Park and 
Hannibal its bluff top park which commands a view 
of Old Man River for 20 miles in each direction. 
Still other Mississippi water front developments list- 
ed are those at Winona and Red Wing, Minn., and 
Bellevue, Ia., while those at La Crosse and a num- 
ber of other places are not mentioned. 

Meanwhile, the largest city on the river is con- 
tent to let its front door remain for the most part a 
jumble of unsightly warehouses and deserted and de- 
caying buildings. Yet stay! They are coming down. 
Only this week it was announced that the entire 
block of buildings from Second street to Main street 
and from Franklin avenue to Delmar boulevard 
would be removed to save the property owners 
$3000 a year in taxes. Perhaps then the time is coming 
when our river front will be cleared of tumbledown, 
begrimed structures. But it will not speak well for 
civic leadership in St. Louis if this can be accom- 
plished only as an incident to the saving of taxes. 
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GOLD NOTES: NEMESIS OF KIDNAPERS. 

Bruno Richard Hauptmann, identified in the Lind- 
bergh kidnaping, was traced through $20 gold cer- 
tificates from the ransom money, passed in a shoe 
store and an Oi] station. This fact recalls that seven 
years ago, in another kidnaping and murder atrocity 
whose victim also was a child, the slayer was cap- 
tured in similar manner, through the trail of $20 
gold notes he left behind. 

The fugitive in 1927 was Hdward Hickman, later 
executed for the murder of 12-year-old Marian Park- 
er, whose father paid a ransom of $1500 in gold 
notes, also after the child’s death. Hickman fled 
northward from Los Angeles, and the $20 bills he 
spent at a clothing store and a garage were major 
clews. An aid to identification, as in Hauptmann’s 
case, was the bills found in his possession. 

It is an interesting coincidence that gold cer- 
tificates, and of the same denomination, should have 
been cast in the role of Nemesis in both these major 
kidnaping murders of recent years. 
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BILBO TO THE SENATE. 

Theodore Gilmore Bilbo, twice Governor of Mis- 
sissippi and institutor of spoils policies which 
brought his State’s higher educational institutions 
into disrepute, has won a senatorial nomination tan- 
tamount to election. For weeks he made the bushes 
ring with his oratory, the theme of which was that 
if elected he would “raise more hell than Huey.” 

Bilbo will take the seat from which the late John 
Sharp Williams retired with the remark that he 
would “rather be a yellow dog in Mississippi, baying 
at the moon, than a member of this Senate.” We 


wonder what the Sage of Yazoo City would say now. 
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A British View o 


f American Strikes 


Textile strike must be regarded as a test of New Deal, English journal says, and as re- 
action against “disproportion between stagnant wages and rising profits’; no clear 
victory for recognition in any of recent walkouts; workers are seen as disillusioned 


over administration, which is found 


rich in hopes but in many ways ineffective. 


From the New Statesman and Nation (London), 


try is in itself a grave event. But it is 

more interesting and symptomatic if one 
regards it, as one must, as a test of the suc- 
cess of the New Deal. At the least, it means 
friction in the mechanism and some set- 
back in the process of recovery. 

In the early days of Mr. Roosevelt’s ad- 
ministration, the workers shared the gen- 
eral optimism. Money wages began to rise, 
hours were reduced, the demand for labor 
was a little brisker. Believing for the first 
time in their experience that “the forgotten 
man” had a friend in the White House, the 
workers in this industry, as in s0 many, 
dared to flock into their union. A year and 
a half has gone over their heads, and they 
have passed through disillusion to open mili- 
tancy. They are striking primarily, of 
course, against the employers, but also in 
some sense against an administration that 
has disappointed them. 

Their grievances are comprehensive. In 
the first place, the early spurt of “recovery” 
was not maintained. The demand for tex- 
tile goods, more especially cotton goods, has 
slackened in recent months, and once more 
unsalable stocks are piling up.. One cannot, 
under an administration that set out to es- 
tablish a regulated capitalism, treat this 
misfortune as a case of ill luck or the act 
of God. It means on the face of it that the 
pretentious system by which prices, wages, 
hours and purchasing power were all to be 
controlled has some very serious flaw in its 
mechanism, What it is, one can guess with- 
out much difficulty. 


* * ad 


There is no disinterested control whatever. 
There is no authority, whether representa- 
tive or autocratic, that can co-ordinate the 
clashing interests of the industry with those 
of its workers and consumers. Still less is 
there any harmony of direction between 
the manufacturing and agricultural controls. 
At the most, something was won at the out- 
set for the.workers under a quasi-humani- 
tarian impetus, in the shape of a statutory 
minimum wage, a maximum working week 
and the prohibition of child labor. 

But the main achievement that dwarfs ev- 
ery other aspect of the New Deal] was the 
imposed cartelization of all manufacturing 
industries, America is now covered by a 
close and all-inclusive network of officially 
constituted price rings, which operate to 
insure the profits of their members, and 
are subject to no effective check either from 
the consumers, the workers or the adminis- 
tration. 

These price rings, set up to banish “unfair 
competition,” have acted as the short-sighted 
appetites of the average man commonly 
prompt him to act when no effective check 
confronts him. Prices and profits have 
risen more steeply than real wages. The 
manufacturer has gained from this rise in 
price of the finished article very much more 
than the farmer who furnishes the raw ma- 
terial. The result seems to be, as one would 
expect, that the buying power of the two 
main bodies of consumers, the workers and 
the farmers, has not kept pace with the ac- 
tivity that industry attained in the first 
period of “recovery.” This, indeed, is evi- 
dent enough in the official figures. 

One suspects that sooner or later this 
fatal disproportion between stagnant wages 


Tes strike in the American textile indus- 


and rising profits, between spending and ac- 
cumulation, must reveal itself in the con- 
dition of trade. And, in fact, the recovery 
boomlet has ebbed in the last two or three 
months. 

To prophesy, across 3000 miles of ocean, 
about the strikers’ prospects would be rash. 
None of the more notable of the many New 
Deal strikes has yet brought any clear vic- 
tory for recognition. Nor is it usually a 
hopeful adventure to strike against a falling 
market, when the employers have large 
stocks in hand. One hopes that the textile 
workers will have better luck than the coal 
miners, the men in the car industry or 
the spirited dockers of California. That last 
instance suggests that amid these struggles 
a sharp crystallization of opinion is going on. 

« oa * 


In California, which may only be moving 
a little faster than the rest of the continent, 
property in command of the State goes def- 
initely Fascist, while the “forgotten men,” 
still trusting Mr. Roosevelt, and dazzled by 
his legend, herd together in a camp far to 
the left of his administration, with a spir- 
ited, impulsive ex-Socialist as their candidate 
for the governorship. That the State, with 
the regulars of the two traditional parties 
in avowed collusion, has in effect gone 
Fascist, is, we think, a fair interpretation. 

The strike, one of the Clearest and most 
justifiable of the many vain efforts to se- 
cure collective bargaining, was broken by the 
systematic use of gangster violence, backed 
by all the powers of the militia, the polite 
and the courts. The normal procedure was 
that armed vigilantes (meaning partly 
Fascist amateurs, but chiefly hired gang- 
sters) raided every house or office where 
the men or their helpers congregated, 
smashed the furniture and beat up all pres- 
ent. This done, the police arrived, took over 
their prisoners, beat them up again, and had 
them convicted for vagrancy or what not. 

The police, as documents now published 
reveal, daily reported their doings in these 
raids to the Employers’ Association. It in ef- 
fect rules California, runs the regular par- 
ties, appoints the elected Judges and officials 
and of course controls the police. 

That in many states is the reality of life 
in America. The forgotten man’s President 
does not effectively rule. He is a great fig- 
ure. He carries with a rush some humani- 
tarian reforms, and circumstances may well 
force him still further to the left. But the 
law and the police, Itke the economic 
mechanism of the New Deal itself, remain 
tightly in the hands of capital. The revolt 
seems to the European observer spasmodic, 
sentimental, rich in emotion and poor in 
realistic thinking. 

These workers, disillusioned with the New 
Deal, will strike readily enough to show their 
sense of its failure. But in most states, they 
will vote under the conservative leadership 
of their unions the regular Democratic tick- 
et. Here and there, they will turn with 
pathetic trust to some half-way house, if a 
magnetic personality preaches Populism, or 
inflation, or, like Upton Sinclair, such dilu- 
tion of Socialism as may be administered 
under the Democratic banner. 

The issue is still confused and {ll-under 
stood. Some further experience of the New 
Deal may clarify it and bring the frontal 
attack on the dictatorship of property. 


The Nuisance Taxes 


From Editorial Research Reports. 


ENATOR HARRISON of Mississippi, 

chairman of the Senate Finance Com- 
mittee, predicted last week, after an im 
terview with the President at Hyde Park, 
that the next session of Congress would re- 
peal the so-called nuisance taxes. However, 
many students of the Federal finances be- 
lieve that the Treasury is in no position 
to abandon any sources of revenue, even if 
certain new taxes should be imposed or ex- 
isting tax rates increased. : 

The difficulty in discussing the “nuisance 
taxes is that no two people agree on which 
of the internal revenue levies should be s0 
classed. 

Some of them, like the taxes on roof-gar- 
den admissions, club dues, pistols and re 
volvers, go back to the 1926 Revenue Act 
and earlier. Others, like the new (tax on 
coconut oil, are really designed to have the 
effect of protective tariff duties. Still others, 


”" 


from silver bullion transfers, have economic 
purposes unrelated to the collection of rev 
enue. The license fees of producers and ré- 
tailers of alcoholic beverages and the (tat 
on malt are in essence part of liquor taxa 
tion. 

The 
the fiscal year 1934 amounted to $2,300,516- 
000, exclusive of the agricultural adjustment 
taxes. Of this amount, 76 per cent came 
from the taxes on individual and corporé 
tion incomes; excess profits, capital stock 
and dividends; estates and gifts; liquors and 
tobacco. The chief other internal revenue 
taxes collected during 1933-34 were as fol 
lows: 


Gasoline (14%c gal. until Dec. 
31, 1933; le thereafter) ......$202,575.0% 
ot re eee oS ee: 41,383,000 


Capital stock transfers ,(4 or 5c 


Lubricating oilg (4c gallon).... 
Tires (24c per pound) , 
Wire, phone, cable, radio mes- 

GE ev ett eciceck eee coe: aa 
Documentary stamps 


cent) 


Admissions (mostly 10 per 14 
Toilet preparations (5 or 10 per 

EE Wee We chess hh ees oa 0 
Oil by pipe line (4 per cent).. 10, 379 WW 
Produce sales on exchanges (5c 

per $100 face value; 3c after 

ea, he, ER Pte - 7,847,008 
Pure (iP per GORE) 6c vvcccceccve 7.655 0" 
DINE 0 ic pSokkko se cee ee, 6.9 , 
Club dues (10 per cent) ...... ..» $986,000 
Automobile accessories (2 per 

OUD Sis on wi bickd vcevan eccce, OOS 
Mechanical ice boxes (4 per cent) 5,525 '°" 
Auto trucks (2 per cent) ........ 5,045," 
Inner tubes (4c per pound) ..... 5,022,010 

Each of the taxes on the follows 


brought in less than $5,000,000 in 193)--% 
playing cards (10¢ pack); jewelry (10 | 
cent); radio parts and phonograph reco:¢s 
(S per cent); sporting goods (10 per cen'’: 
firearms and shells (10 per cent); cameras 
and lenses (10 per cent); candy (2 per cent 
—no longer effective); chewing gum (2 perf 
cent); soft drinks (no longer effective’: 
leased wires, etc.; safe deposit boxes (|? 
per cent); pleasure boats (no longer ¢! 


fective). 


RADIO CENSORSHIP. 
From the Philadelphia Recora. 


It is coincidence, of course, but at the ve¥ 
time when war talk stirs Europe, the Britis” 


Broadcasting Co. has banned a certain pop! 
lar song. It is called “Love Thy Neighbdo: 


like the taxes on oleomargarine and profits. 


internal revenue taxes colieciec 


per $100 face value) .......... 38,066 000 
Electric energy (3 per cent) 33,134,000 
Passenger automobiles (3 per | 

OED kins u oo co On eet eee ..e 82,527,000 


at a 4: 
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By DREW PEA 
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she recently obtained a t 
A clothing manufacturer 
ceived the neat idea of | 
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commercial purposes we 
short by the Patent Bu 
proposed making a child’ 
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Much congressional co 
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the failure of the RFC to 
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The Senate may be in 
ment, but Col. Edward Hi 
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desk is piled high with a d 
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tee Senators... Of the $: 
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2000 Children Appear 
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The old story of “The Go 
modern adaptations, 
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HEAD OF COOPER UNIO 


Robert Fulton Cutting Suce 
ae 83 in New York. - 
'"@ Associated Press . 
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gy DREW PEARSON and ROBERT S. ALLEN 


WASHINGTON, Sept. 22. 
FHIND the Government’s dect- 
jon to sue Uncle Andy Mellon 
for some $3,000,000 of back in- 

come t2xeS is an untold story. The 
eth is that Homer 
saaky Attorney-General would have 
gone anything not to bring the first 
x action against Mellon .. He 
he would be accused of play- 
g politics. He knew he would be 

accused of personal prejudice 
sgainst Mellon because Cummings 
once sued Mellon’s Aluminum Trust. 
On the other haud, he knew that 

mens “wash” sales, to reduce 
taxes, were glaring. Cum- 
cecided he could not crack 
on thousands of Httle fellows 

n” sales as long as he was 

the biggest ones go scot 

nd this was the reason the 
rney-General first moved to in- 

m before a grand jury. 
crand jury vote was 10 to li 
hirewashing Mellon. ..Ina 

. it may be easier to get a 

9 agree that he-should pay 
eroment’s claim. Instead of 

arrears, as did others 

‘the same time, Mellon paid 

So the only alternative of 

-mer Cummings was to bring suit. 
* * * 


Doll Maker. 

gS ANNA ROOSEVELT DALL 
i has branched out into the field 
‘ business. She is now man- 
cturing a bunny doll, for which 
ently obtained a trade mark 
‘hing manufacturer who con- 
i the neat idea of using the 
ames of her two children for 
mercial purposes was stopped 
the. Patent Bureau. He 
ssed making a child’s garment 
g the trade mark “Sistie and 
Buzzie but the Patent Office 

urned cold thumbs on the plan 
Much congressional complaining 
is reaching the White House over 
rhe failure of the RFC to loosen up 
‘s purse strings on the $300,000,000 
ropriated last session for !oans 
lustry. Although more than 


| new 
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jncome 


tnree months have elapsed since the 


enacted, and although 

n Jesse Jones has repeat- 
sailed bankers for not being 

e free with their funds, he him- 
: made only 134 loans to in- 
for a total of about $5,000,- 


Senate may be in adjourn- 

it Col. Edward Halsey, sec- 

») the chamber, is as busy 

ich it were in session. His 

piled high with a daily flood 

es and chores from absen- 

senators... Of the $27,000,000,- 

outstanding Federal debt, 
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This non-interest-paying 

f which over $1,000,000 dates 

« bevond 1917, is made up of 

eurties which have been called 

redemption and not been re- 

Treasury officials estimate 

‘a large part of it never will be 

n, as the issues were either 
»stroyed or stolen. 


Cummings, 


| Frank 
‘but he still does not speak to Hen- 


John Jacob Thomas, recently 
named Acting Governor of the Fed- 
eral Reserve Board, is an iris fan. 
has 75 different varieties of the 
flower in his garden in Nebraska 
-.+ The current population of Fed- 
eral prisons is some 3000 less than 
& year ago... The decline, 18,636 
to 15,433, is attributed to the release 
of prohibition violators. 


U. S.-Soviet Mails. 


EPENDING upon the outcome 
D of a secret survey now being 

conducted by the Postoffice De- 
partment direct airmail connections 
between the United States and So- 
viet Russia, via Siberia, soon may 
be established. Harllee Branch, 
Assistant PMG in charge of airmail, 
recently flew over a proposed route, 
including a 150-mile hop from Alas- 
ke to Siberia across the Bering Sea. 
Branch is also negotiating with Ca- 
nadian authorities for direct airmail 
communications between the Amer- 
ican mainland and Alaska. 

The name of Gen. Hugh S. John- 
son will soon appear in the book 
stores. The NRA boss has sold a 
small volume to a New York pub- 
lisher for immediate publication. 
Written during his recent sea-shore 
vacation, the book defends John- 
son’s policies and tosses a few char- 
acteristically red-hot verbal brick- 
bats at foes both in and out of the 
New Deal. . . The Senate bank- 
ing investigation was one probe 
that produced tangible dollars-and- 
cents returns. As a result of its 
disclosures the Internal Revenue 
Bureau has collected approximately 
$25,000,000 in taxes and penalties 
from brokers and stock market 
traders. 


Three Chimneys. 


URING the munitions investi- 
D gation, three of the du Ponts 

presented a pretty picture of 
family harmony. They sucked on 
pipes almost in unison. . . . Upton 
Sinclair is cherishing a telegram 
from Father Coughlin pledging his 
support when the campaign for the 
governorship of California gets un- 
der way. 

Hard-working Attorney-General 
Cummings lives near the zoo, but 
tells visitors to his house: “Don’t 
turn in there, we don’t live there 
yet.” . . . In Puerto Rico, the say- 
ing is that Bob Gore, ex-Governor, 
“talked himself out of a job,” and 
that Blanton Winship, present Gov- 
ernor, may lose the job because he 
keeps his mouth shut. 

Billy Phillips, lithe Undersecre- 
tary of State, is getting to be an 
adept in his handling of the press. 

. It has been nine years since 
B. Kellogg left the Senate, 
the Minnesota 


arik~ Shipstead, 


dentist who defeated him. Meeting 
|Shipstead while 
'Roosevelt’s private car this sum- 
'mer, both men looked through each 


waiting outside 


other as if they were completely 
t 


transparent. 
(Copyright, 1934.) 
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‘AYGROUNDS PAGEANT 


OVEN AT AUDITORIUM 


(children Appear in ‘“‘the 
Gsirl’—Another Per- 
‘ormanee Today. 


d story of “The Goose Girl,” 
dern adaptations, was en- 
ed in pantomime at the Munici- 


% Auditorium last night by chil- 


ne 31 city playgrounds par- 
‘g in the annual Municipal 
‘crounds Fageant. Arrange- 
‘'s were raade to repeat the per- 
Mance there this afternoon. 
Sesides elaborate ensemble num- 
's. individual specialists emerged 
more than 2,000 youngsters 
inpeared in the various scenes. 
rs, acrobats, toe dancers lent 
‘ety to the long production which 
‘oraced 24 scenes. 
(io the form of all proper 
‘les, the Prince and Princess 
ie-united in the end and lived 
-y ever after.” Thirteen-year- 
‘vrtle Graham of Soulard Play- 
. played the part of the prin- 
» Florence Held, 14, took 
if prince. 
'oduction, which was post- 
Sept..1 after rain prevented 
tation in Forest Park, was 
e direction of Alfred Fieish- 
nerintendent of recreation, 
' by Dee Boeckmann, super- 
‘ girls’ activities, and Dolly 
supervisor of dancing. 
* Dickmann outlined the ad- 
of the municipal play- 
system before the perform- 
>ointing out the value of 
‘il recreation centers. 


iy ‘¢ than 2,000,000 children at- 


““"" Diaygrounds and community 
"es here last year, he said, while 
“' 2.500,000 persons witnessed 
‘1 baseball and football 

and more than 650,000 per- 
vent to the city swimming 


KD OF COOPER UNION DIES 


Robert Fulton Cutting Succumbs at 
ee: 83 in New York. 


* Associated Press. 


‘EW YORK, Sept. 22.—Robert 


Cutting, 83 years old, finan- 
«nd head of the Cooper Union 
“ition for the Advancement of 
_-© and Art, died yesterday at 
‘.Xedo Park home. 
““ Was a director of many large 
"'Tsons and was long identi- 
‘'h the field of education. 


511 Locust 


NAVY MAKES DETAILED SURVEY 
OF ALEUTIAN ISLAND REGION 


Charts Cover 3500 Square Miles in 
Central Part of Area and 
12,000 Westward. 

By the Associated Press. 

SEATTLE, Wash., Sepi. 22.— De- 
tailed charts of the region of the 
Aleutian Islands s0-n will be maae 
available to the maritime world. 

The thirteenth nava!’ district in 
Seattle made this announcement in 
reporting on the recent survey ex- 
pedition of eight aavy ships and a 
squadron of airplanes headed by 
Admiral Sinclair Gannon. 

The report said thai the area cuv- 
ered consisted of about 3500 square 
miles of the central portion of the 
islands. The air squadron also 
photographed about 12,000 sq are 
miles to the westward, compieting 
the chain, and it was said the pic- 
tures will rorm the basis for future 
surveys. 

“The entire Aleutian group is im- 
portant for strategic as well as 
commercial reasons,” the report 
said. 


COMMERCE CHAMBER ROBBERY 


$91 Taken From Safe of Industrial 
Bureau. 

Burglars stole $91 from a safe in 

the offices of the Industrial Bureau 


of the Chamber of Commerce after 


knocking the combination off the 
strong box last night. 

The intruders also ransacked 
desks in the Commercial Rating 
Co., on the eighth floor of the 
Chamber of Commerce Building, 
street, but obtained 
nothing. It was not learned by 
what means the burglars entered 
and left the building. 


Movements of Ships. 
By the Associated Press. 
Arrived. 


21, Hamburg, 


Hamburg, Sept. 
from New York. 

Buenos Aires, Sept. 20, Western 
World, New York. : 

. §Sailed. 

New York, Sept. 21, 
Banker, for London. 

Bremen, Sept. 21,, Bremen, New 
York. 

New York, Sept. 21, Carinthia, 
London. 

Southampton, Sept. 21, Deutsch- 
land, New York. 

Antwerp, Sept. 21, Pennland, New 
York. 

Southampton, Sept. 20, President 
Harding, New York. 

Boulogne, Sept. 21, St. Louis, New 
York. 

New York, Sept. 21, Westeren- 
land, Antwerp. 


American 
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$300,000,000 IN 
TYPHOON IN JAPAN 


List of Injured Grows to 
5414 — 2350 Fishing 
Craft Fail to Return to 
Their Harbors. 


LEPERS BLOWN FROM 
TREES, 260 MISSING 


42 Persons Drowned by 
Tidal Waves Sweeping 


Over Two Villages on 
Shikoku island. 


By the Associated Press. 


TOKIO, Sept. 22.—The list of cas-| 


ualties in yesterday’s typhoon and 
floods stood today at 1661 dead, 
5414 injured and 562 missing. 

Estimates of the property dam- 
age ran to more than $300,000,000. 
The damage to the rice crop was 
estimated at 20 per cent. 

The newspaper Asahi described 
the material damage as second only 
to that wrought by the earthquake 
of 1923. 

Information available at the 
United States embassy indicated no 
Americans were injured or suffered 
serious loss. 

Only land casualties could be esti- 
mated, there being no attempt to 
compute the loss of life at sea. In 
Osaka Harbor, where 1600 small 
craft foundered or were hurled to 
the shore, at least 100 drowned. 
According to Rengo dispatches, 2350 
fishing craft failed to return to 
Shikoku Island. 

Hundreds of school buildings 
were among the 18,391 structures 
demolished. 

Lepers Blown From Trees. 

An eye-witness told of the strug- 
gle of lepers at the Sotojima Hos- 
pital at Osaka to save their lives. 
They clambered up trees and tele- 
phone poles to escape the flood 
water, only to be hurled down again 
by the wind. There were 260 miss- 
ing, believed drowned. 

The populous textile region of 
Osaka reported 1067 dead, 3057 in- 
jured and 181 missing. More than 
3000 factory buildings were de- 
stroyed and thousands damaged. 

At Kyoto there were 203 dead and 
858 injured. The city is a center 
of the pottery, porcelain and velvet 
industry. 

Tidal Waves Hit Island. 


A Rengo dispatch from Kochi | 


said tidal waves swept over the 
southeasteyn end of Shikoku, de- 
stroyed two villages and drowned 
42 persons. 

Okuyama was flooded and with- 
out adequate food supplies. The 
Mayor appealed for aid. 

United States Ambassador and 
Mrs. Joseph C. Grew, who left 
Tokio Sept. 19 aboard the Fusomaru 
to spend three weeks in Peiping, 
were reported safe. The steamship 
company reported the ship passed 
through the fringe of the typhoon 
Friday morning without #ll effects. 


FARLEY, AT ST, PAUL, SAYS 
NEW DEAL IS HERE TO STAY 


—— ee 


Government’s Balance Sheet In 

Sound Condition, He Declares 

in Speeth. 
By the Associated Press. 

ST. PAUL, Minn., Sept. 22.—Post- 
master-General Farley declared last 
night the fiscal balance sheet of the 
Government was in “sound condi- 
tion,” said business was on the 
mend and challenged critics who 
“would have you believe the Gov- 
ernment is on a wild spending 
spree.” 

Addresses a dinner meeting after 
a day devoted to dedication of the 
new postoffices here and in Minne- 
apolis, Farley said the New Deal 
was here to stay despite the “fren- 
zied exhortations” of those demand- 
ing a return to what they call 
“rugged individualism.” 

“By ‘rugged individualism,’ ” Far- 
ley said, “they mean the old cut- 
throat system of business should be 
resumed and that we should. scrap 
the NRA and the agricultural pro- 
cesses. 

“Amone other sins, we are 
charged by our critics with the sin 
of extravagance. That is rather 
amazing in view of the fact the 
normal expenses of the _ various 
Government departments in the 
first year of the Roosevelt adminis- 
tration were $750,000,000 less than 
in the last year of the Hoover 
regime.” 


GRANITE CITY RELIEF OFFICE 
CLOSED AFTER DEMONSTRATION 


Orders Delivered but No Appli- 
cants Admitted After Meeting 
of 275 Men and Women. 

The Granite City office of the Il- 
linois Emergency Relief Comuzunis- 
sion remained closed today after a 
mass “relief demonstration” result- 
ed in its closing yesterday sfter- 
noon. Relief orders were being ‘4e- 
livered but no applicants were ad. 
mitted to the office. 

Closing of the office, at 1836 State 
street, was decided on after atour 
275 men and women assembled in 
front of it under auspices of the 
Illinois Workers’ Alliance. No at- 
tempt was made to enter the office 
speakers addressing the crowd and 
presenting arguments for addition- 


al relief. 


Curly Coiffure for Hollywood 


jase CHANDLER, young screen actress, demonstrating some- 
thing new in the way of arranging the hair. 


COMPTROLLER SLASHES 
FUND FOR TREE BELT 


Rules Only $1,000,000 of 
$15,000,000 Allotment Can 
Be Spent. 


WASHINGTON, Sept. 
Comptroller-General J. R. McCarl 
has forbidden the expenditure of 
all except $1,000,000 of the $15,000,- 
000 that President Roosevelt allo- 
cated for a great tree shelter belt 
across the country. 

McCarl made his ruling several 
weeks ago, but it was not obtained 
uhtil last night. In it he held that 
the $525,000,000 drouth relief ap- 
propriation, $15,000,000 of which the 
President allotted to the shelter 
belt by executive order, was avail- 
able only for immediate relief. 

Notwithstanding the ruling, F. A. 
Silcox, chief forester of the Agri- 
culture Department and in charge 
of the project, said he would go 
ahead “just as if there were no 
change.” 

Silcox said the $1,000,000 approved 
by McCarl would provide for all 
expenditures that would be feas- 
ible until next spring. Afterward, 
he intimated, those in charge of 
the project would seek funds from 
other appropriations, or ask Con- 
gress to change the law. 

One of McCarl’s objections to re- 
lease of the full amount was that 
the project would require more 
than the original allotment, with 
additional funds to be required 
from later Congresses. 

The shelter belt would run 
almost from the Canadian bor- 
der to the Texas Panhandle. It 
would be located in South Dakota, 
Nebraska, Kansas, Oklahoma and 
Texas—an area 100 miles wide, with 
rows of trees 100 feet wide in strips 
one mile apart. The sections 
through which it would run have 
from but 12 to 25 inches rainfall 
annually. 

Silcox said he planned to estab- 
lish headquarcers in each of the 
states affected for experts who 
will supervise surveys and make 
arrangements with local nurseries 
for setting out seedlings next 
spring. 


SOUTHERN LUMBERMEN ATTACK 
CODE “PRICE-FIXING” IN. SUIT 


Group at Memphis Contends Mini- 
mum Cost Provisions Are 
Unconstitutional. 
MEMPHIS, Tenn., Sept. 22. — A 
suit attacking “price-fixing” in the 
national lumber code was filed in 
Federal District Court here yester- 

day. 

A group of southern lumbermen 
opposing minimum cost protection 
price provisions of their code filed 
the action, contending such provi- 
sions are unconstitutional and un- 
authorized by the National Indus- 
trial Recovery Act. The action fol- 
lowed recent anouncement' by 
lumber code authorities here and 
at Washington for prosecution of 
a number of southern lumbermen 
for price violations. ; 


HOSPITALS TO ASK PRESIDENT 
FOR SHARE IN RELIEF FUNDS 


Announcement Is Made by Head 
of American Protestant 
Association. 

PHILADELPHIA, Sept. 22. — A 
direct appeal to President Roose- 
velt to give hospitals a share in 
Federal relief funds is planned by 
the American Protestant Hospital 
Association. ; 

The organization’s intention to 
appeal was announced yesterday by 
its president, Charles Sidney Pitch- 
er, at the opening of a four-day 
convention. 

Criticising the present set-up as 
“a disappointment” except in “a 
few states where state and county 
relief boards have a broader and 
more comprehensive idea of relief 
than the FERA office in Washing- 
ton,” Pitcher said he believes the 
President “will correct this situa- 
tion.” 


22. —| 


ARMY TO SEEK FUNDS 
FOR 1000 NEW PLANES 


President Approves Baker Re- 
port Calling for Armada 
of 2300 Craft. 


By the Associated Press. 

WASHINGTON, Sept. 22.—Presi- 
dent Roosevelt has approved the 
Baker Board aviation report and 
has authorized the War Department 
to include plans for purchase of 
1,000 new planes in its 1936 budget. 

The Baker Committee, headed by 
Newton D. Baker, former Secre- 
tary of War, recommended an air 
armada of from 2,300 to 2,400 army 
planes. ‘ 

The air corps estimated it now 
has about 1,300 serviceable planes. 
The program to increase this to 
2,300, which involves the purchase 
of planes for replacements as well 
as buying the 1,000 additional craft, 
would be spread over the next few 
years. 

Secretary of War Dern, who is 
understood to have submitted the 
Baker Board report to the Presi- 
dent before he left for Hyde Park, 
declined today to make any com- 
ment and referred all inquiries to 
the President. 

But from authoritative sources it 
was learned that the War Depart- 
ment’s budget, now being prepared, 
includes requests that Congress 
grant funds to carry out the plane 
program. 

The President’s approval of the 
Baker report, disclosed authorita- 
tively, means that the executive has 
turned down the proposal of unify- 
ing the army and navy air fleets. 
The report approved the present 
system of separate forces. 

Gen. William Mitchell, former as- 
sistant chief of air corps, has been 
a leading advocate of unification. 
When the Baker report was made 
public Mitchell and other advocates 
of the unified air corps said they 
would carry their fight before the 
President’s air survey committee, 
headed by Clark Howeil of Atianta, 
which opens hearings here next 
week. 

The War Department announced 
that beginning next summer, the 
first and third classmen at the mil- 
itary academy would be given 20 
hour flying courses at Mitchel Field, 
New York. 


MANVILLE AND FOURTH WIFE 
SEPARATE FOR THIRD TIME 


Asbestos Heir Gives Notice He Will 
Not Pay Debts by Former 
Marcella Edwards. 

By the Associated Press. 

NEW YORK, Sept. 22.—Thomas 
F. Manville Jr., who inherited the 
asbestos millions, and whose mar- 
ital ventures have ended in divorce 
three times, today was separated 
from his fourth wife, Marcella Ed- 
wards Manville. 

An advertisement in the personal 
columns of local papers said sim- 
ply: “I will not be responsible for 
any debts contracted by my wife, 
Marcella Edwards Manville.” 

Mrs. Manville is said to be at the 
Hotel Drake while he is at his 
Larchmont estate. 

The cause for the disagreement 
was not known, but it marked the 
third time since the m arriage, last 
October, that Manville had _ sep- 
arated from his present wife. On 
two previous occasions reconcilia- 
tion was effected. Manville and 
Miss Edwards were married Oct. 8, 
1933. 


Rivers’ Stages at Other Cities. 

Pittsburgh 10.0 feet, a fall of 0.2 
Cincinnati 12.2 feet, a rise of 0.3. 
Louisville 10.0 feet, a fall of 1.0. 
Cairo 11.9 feet, a fall of 0.7. M*m- 
phis 6.3 feet, a rise of 0.5. Vicks- 
burg 3.4 feet, a rise of 0.5. New Or- 
leans 1.3 feet, a fall of 0.3. 


Former Mine Union Head Dies. 

DES MOINES, Ia., Sept. 22.— 
John P. White, 64 years old, of 
Des Moines, former international 
president of the United Mine Work- 
ers, died at a hospital last night 
following an. operation. 


WARSAW DROPS 
PLAN TO BROADEN 
MINORITY PACTS 


League Delegate Withdraws 
Resolution for Meeting 
on Protection of Groups 
in Big Nations. 


By the Associated Press. 
GENEVA, Sept. 22.—Poland has 
virtually abandoned efforts to have 


existing agreements for the protec- 
tion of minorities applied generally 
to all League of Nations members. 

After the chafrman of the com- 
mittee. examining the question 
asked Poland to withdraw its res- 
olution for an international confer- 
ence to consider the matter and 
“allow time to solve the question,” 
the Polish delegate announced he 
would not ask for a vote. He re- 
served the right, however, to revive 
the issue. : 

Delegates to the assembly took 
the Polish action to mean that 
the Warsaw Government had given 


up hopes of getting the big Powers] 


to assume obligations similar to 
those of Poland and henceforward 
would concentrate on efforts to ob- 
tain revision of minorities treaties. 

Poland last week startled the 
League with its announcement that 
it would no longer accept interna- 
tional supervision of its, handling 
of racial, religious and linguistic 
minorities. 

China demanded that its League 
dues be reduced 50 per cent because 
foreign aggression and invasion had 
drastically reduced the republic’s 
income—an ostensible reference to 
Japan’s occupation of Manchuria 
and the setting up of the kingdom 
of Manchukuo. 

The Chinese delegate told the Fi- 
nancial Committee that refusal to 
grant China the risht to re-election 
to the Council caused the Chinese 
people to ask whether the strain of 
paying large amounts to the League 
was worth while. 

The League, he said, “apparently 
regards the covenant east of the 
Suez Canal as a dead letter.” 


ITALY TO RE-ESTABLISH 
WARTIME STEEL COMBINE 


Group That Provide Country With 
Munitions Revived as Defense 
and Recovery Measure. 

GENOA, Italy, Sept. 22.—The Cor- 
higliano-Cogne Steel Combine,which 
supplied Italy with munitions dur- 
ing the World War, on orders of 
Premier Mussolini and under aus- 
pices of the National Industrial Re- 
construction Institute, is to be 
resurrected in the interests of Na- 
tional Defense and Industrial Re- 
covery. 

Admiral Giuseppe Sirianni, for- 
mer Navy Minister, was named 
president of the Executive Board. 

The combine includes the old 
Cornigliano Steel Works of the An- 
saldo Co., the iron mines of Cogne 
and also the steel plants of the 
Cogne Co., in the Austa Valley. Dur- 
ing the war this group produced 
materials for 1000 munition pieces 
monthly in addition to materials 
for naval construction. 


TELLS WHY HITLER IS CURBING 
“INTELLECTUAL PROLETARIAT” 


Professor, in U. S., Says Too Many 
University Graduates Now Work 
at Menial Tasks. 

By the Associated Press. 

SAN DIEGO, Cal., Sept. 22.—En- 
roliment at German universities 
and colleges is being curtailed dras- 
tically by Chancellor Hitler because 
of the “enormous surplus intellectu- 
al proletariat,’ Prof. Leo von Hib- 
ler of the University of Leipsic said 
on his arrival yesterday from New 
York on the liner Pennsylvania. 

Von Hibler, an instructor in En- 
glish, asserted that for the next 
two generations at least fully 90 
per cent of German youths who 

have aspirations for higher learn- 
ing will never be permitted by gov- 
ernmental decree to receive such an 
education. 

“Germany is confronted with a 
terrific unemployment problem,” 
Von Hibler said. “There are hun- 
dreds of thousands of college and 
university trained men either idle 
or compelled to earn their livelihood 
by menial tasks. The Government 
is adopting stringent measures to 
reduce the number of these men.” 


CECIL SMITH, POLO STAR, 
~ ENGAGED; WEDDING OCT. 2 


Fiancee Is Miss Mary Mulford 
Miller of Wading Hill, 
N. Y. 

‘WESTBURY, L. I., Sept. 22.—Ce- 
cil Smith, 10-goal handicap star of 
the West polo team, is engaged to 
Miss Mary Mulford Miller, daughter 
ef Mr. and Mrs. William L. Miller 
of Wading River, N. Y., it was an- 
nounced today. The wedding will 
take place on Long Island, Tues- 
day, Oct. 2. 

Miss Miller and Smith, who ‘is 
regularly No. 3 for the Westerners, 
became engaged last June. She is 
20 years old. They met here last 
summer through Miss Miller’s un- 
cle, Thomas Mather, a polo-playing 
associate of Smith. 

One of the country’s three 10- 
goal poloists, Smith is a son of Mr. 
and Mrs. Sidney C. Smith of San 
Antonio, Tex. The pair will reside 
on the Smith ranch at Llano, Tex. 


H. J. Michel, Undertaker, Dies. 

Henry J. Michel, an underteker, 
died last night at his home, 385: 
Utah place, of paralysis suffered 
the previous night. He was 47 years 
old. For the last five years he nad 
been associated with the Joseph P. 
Fendler Jr. Funeral Home, Inc., 
7128 Michigan avenue. 
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DR. J, T. BRENNAN CHOSEN 
HEAD OF STATE HEALTH GROUP 


Commissioner for Jackson County; 
_ Dr. Bredeck to Succeed Him. 


Dr. J. T. Brennan, Health Com- 
missioner of Jackson County, was 
elected president of the Missouri 
Public Health Association yester- 
day at the closing session of the 
annual convention of the organiza- 


tion at Hotel Jefferson. . 

Dr. J. F. Bredeck, Health Com- 
missioner of St. Louis, was selected 
as president-elect, a new office 
created this year. As president-elect, 
Dr. Bredeck will assume the presi- 
dency next year. 

Other officers elected are: Dr. W. 
A. Norris of Columbia, first vice 
president; Miss Eleanor Hackman 
of Webster County, second vice- 
president; and J. L. Kruegel, in- 
spector in the St. Louis County 
Health Department, treasurer. 
Three-year board members elected 
are: Miss Anna Heisler, St. Louis, 
retiring president, and Dr. J. W. 
Williams, Springfield. Two-year 
members are Dr. M. P. Moore, Co- 
lumbia, and Herbert Bosch, Jeffer- 
son City. One-year members are 
Dr. W. S. Hall, St. Joseph, and Al- 
bert H. Jewell, Kansas City. 


M’KITTRICK SAYS PROPOSED 
COAL PRICE IS TOO HIGH 


Thinks St. Louis Regional Officials 
Are Trying to Include Exorbi- 
tant Profits. 

By the Associated Press. 

WASHINGTON, Sept. 22. —- The 
opinion of Attorney-General McKit- 
trick of Missouri that St. Louis re- 
gional officials are attempting to 
saddie Missouri with an unreason- 
able minimum retail coal price was 
strengthened yesterday by his study 
of the figures submitted to the code 
authority. 

“T am convinced the ‘cost deter- 
mination’ proposed by the St. Louis 
regional officials includes not only 
the cost of retailing a ton of coal 
in the state but an exhorbitant prof- 
it as well,” he said. 

This assertion was made after 
McKittrick had examined the vari- 
ous expenses designated by the 
regional board as part of a retail- 
er’s operating expense in market- 
ing the fuel: 

While declining to disclose the 
new proposed minimum price, Mc- 
Kittrick said it was lower than that 
first agreed on, but still “much too 
high.” 


INJUNCTION SUIT BROUGHT 
TO STAY SALE OF TOMATOES 


Mound City, Dl, Corporation Al- 
leges Grower Violated His 
Contract With Them. 

Special to the Post-Dispatch. 

MOUNDS, Ill., Sept. 21.—An in- 
junction suit brought by the Sears 
& Nichols Canning Corporation of 
Mound City against Jack Claypool 


of Karnak, has been filed for the 
October term of court. The peti- 
tion pleads that Claypool be re- 
strained and enjoined from selling 
or disposing of any tomatoes 
grown on the Claypool farm. 

The petition sets out that Clay 
pool was under contract to furnish 
a certain acreage of tomatoes to 
the canning plant in Mound City 
and that the contract forbid the 
producer to sell or dispose of the 
tomato crop to anyone else. The 
petition asserts that Claypool, in 
violation of his contract, sold and 
delivered tomatoes to other parties. 

The petition also states that the 
canning corporation is under con- 
tract for large orders of canned 
tomatoes and will be unable to fill 
all the orders unless all contracted 
tomatoes are secured. 


CHURCHES PLAN COURT TEST 
IF NEW YORK HAS LOTTERY 


Federation Says Proposal 
Carry Incalculable Moral 
Costs.” 
By the Associated Press. 

NEW YORK, Sept. 22. 
Greater New York Federation of 
Churches announced yesterday it 
would make an immediate court 
test if the municipal lottery meas- 
ure became a law. 

The federation condemned the 
proposal as “a measure which would 
carry incalculable moral costs.” 


DR. R. A. TWITCHELL FUNERAL 


Be 


East St. Louis Physician to 
Buried at Belleville. 

Funeral services for Dr. Robert 
Alexander Twitchell, 77 years old, 
who died yesterday at his home, 
611 North Ninth street, East St. 
Louis, will be held at 2 p. m. Mon- 
day at St. Paul’s Episcopal Church, 


Ninth street and Summit avenue.! 


Burial will be in Mount Hope 
Cemetery, Belleville. 

Dr. Twitchell, a physician, had 
practiced in East St. Louis since 
his graduation from the American 
Medical College, St. Louis, in 1890. 
He had an office at 120 Collins- 
ville avenue for 25 years. He is 
survived by his widow, Mrs. Laura 
Twitchell; a daughter, Mrs. Ouida 
Gillen; a granddaughter and three 
brothers. 


TWO 10 BE MADE MONSIGNORI 


Belleville Bishop to Officiate 
Services Tomorrow. 

The Rev. M. J. Gruenewald, chan- 
cellor of the Belleville diocese, and 
the Rev. John J. Fallon, superin- 
tendent of the diocese’s schools, will 
be invested as Monsignori by 
Bishop Henry Althoff of the Belle- 


ville diocese in services tomorrow 
morning. 

Father Gruanewald will be in- 
vested in the chapel of St. Eliza- 
beth’s Hospital. Mgr. Joseph Kaup 
of Breese, Ill., will deliver the ser- 
mon. Father Fallon will be invest- 
ed at the chapel of the Notre Dame 
Academy, with the Rt. Rev. Charlies 
Gilmartin, pastor of the Sacred 
Heart Church of St. Louis, deliver- 


at 


jing the sermon. 


“Would | 


The | 


CHINA DEMANDS 
NAMES OF MENIN 
MUNITIONS GRAFT 


Asks Senate Committee for 
- Information About Its 
Officials Who Got Com- 


missions. 


By the Associated Press. 

WASHINGTON, Sept. 22. — The 

Senate Munitions Committee met 
today to determine whether it will 
disclose names of Chinese generals 
and officials accused of taking 
bribes in connection with orders 
for implements of war. 
The Nanking Government has 
asked that the committee identify 
those involved in testimony at the 
inquiry so an investigation can be 
started in China. 

On Sept. 14 the committee record. 
ed documents purporting to show 
that the Chinese agent of the E, IT. 
du Pont de Nemours Corporation 
paid “commissions” in 1932 to “high 
Chinese officials” in obtaining a 
munitions order. The names were 
withheld on the ground that they 
might cause international compiica- 
tions. 

The investigators met today in 
executive session. Public hearings 
have been adjourned till December. 

At yesterday's session the com- 
mittee heard from a deputy coilec- 
tor of customs in New York that 
the Government was powerless to 
enforce embargoes on shipments of 
arms to foreign countries. 

Stephen W. Hamilton, in charge 
of the marine division of the New 
York Customs Service, said ther 
was no inspection of exports. 
Therefore, any exporters might ship 
munitions by making false declara- 
tions about the contents of their 
shipments. He declared there was 
no penalty for mis-labeling or fal- 
sifying. 

“Then the Government wouli be 
helpless to prevent a shipper from 
sending out a cargo of machine 
guns marked as sewing machines?” 
asked Senator Clark of Missocri. 

“Absolutely helpless,” Hami'ton 
answered. “We have to take the 
shipper’s word.” 


SUPPLEMENTARY REGISTRATION 
ADDS 64,936 NAMES TO BOOKS 


In Comparable Enrollment Four 
Years Ago the Total Was 
Only 26,000. 

In the supplementary registra- 
tion of voters Thursday, 64,936 
names were added to the poll books, 
on which there had been 342,577 
names previously. The number 
added was unusually large for a 
supplementary registration preced- 
ing non-presidential general elec- 
tion. In the comparable registra- 
tion four years ago about 26,000 
were enrolled. 

The number of voters who will 
be eligible will be reduced appre- 
ciably by the canvass being made 
by precinct clerks. Four years ago 
29,000 names were stricken from 
the books in the canvass. 

Volume of registration Thursday 
varied in different parts of the city. 
The largest proportionate enroll- 
ment was in the Fifth Ward, down- 
town, where 2812 names were 
added, an average of 216 to a pre- 
cinct. In the South Side Thirteenth 
Ward there were 3492, an average 
of 76 to a precinct. In the Twenty- 
eighth Ward, typical of the West 
End, there were 2540, or 82 per 
precinct. The Fourth Ward, a 
“river” ward, had 2243, or 149 per 
precinct; the Nineteenth had 3518, 
or 185 per precinct, and the big 
Twenivyv-fourth had 4843, or 100 per 
precinct. 

Both the Democratic and Repub 
lican city committees made efforts 
to obtain a large registration. The 
Democrats hoped to increase the 
number of voters by 25,000. 


MIDWESTERN TEAM IN FINALS 
IN BRIDGE LEAGUE TOURNAMENT 


Will Meet Oswald Jacoby’s Group 
Today and Tomorrow for 
Trophy. 

By the Associated Press. 

NEW YORK, Sept. 22. — Four 
Midwestern contract bridge players 
will meet Oswald Jacoby’s Four 
Aces and a Joker team today for 
the American bridge league’s team 


of four trophy for masters. The 
Midwestern team, led by Capt. 
Charlies A. Hall of Cincinnati, in 
the semifinal round last night elim- 
inated the Louis H. Watson team 
by a score of 2910 points. Playing 
with Hall were Jeff Glick and 
Aaron Frank of Cleveland and 
Louis J. Haddad of Chicago. 
Jacoby, David Burnstine, How- 


ard Schenken and Michael Gottlieb, 
ali of New York, eliminated the 
team of which P. Hal Sims of Deal, 
N. J., is captain. Jacob's team won 
by 1220 points. 

Sixty-four hands were played in 
the semifinal round yesterday. The 
final round today and tomorrow 


will consist of 96 hands. 


_ Sarnoff Heads NBC Board. 

NEW YORK, Sept. 22.—David 
Sarnoff, president of the Radio 
Corporation of America, was elect- 
ed chairman of the Board of Di- 
rectors of the National Broadcast- 
ing Co. yesterday. M. H. Ayles- 
worth was re-elected president and 
R. C. Patterson Jr., executive vice- 
president. 


2 of the 
Same Key While U Welt 


7 ¥ 
f “ baa 
Se se 
fae gi 


rey 


f we? ee 


_. ee -—. 
a ae’ , Oe 


bo ath e * 
ee ee ee ee ee ee 
. . 
“ ae - nw a y . “ is r 
“ és a 4 . ’ ¢ x . F _ 
—— digg xahoem aioe inate ly: rm epemelie he the log 
A x —-* ) 


ed. Ppt aoe 


yk ae 


> mn ma | ~ . 
; " get P 
ev : - > eee os im 2 
‘ - fs he « 4 
re a well ae rey . oon BY 
CS ee ee por otek ees oh aur . ie TRE. 
ee en oA, ine teat a AAD wae Sa Me, See gt mange 
(ee : " D y * > 
wey tw eww os . ‘ 
— “we ay ~usapenin eee — - 
> -. - 


> 
MENA an te I agra gh ste i OT ON 
“ ~ es 7 Lie 


’ ne ee 
cans api 
PME ES “ 5 


an 
ae no * Siege) 
hee oe NC ee eT a, 
~ ‘ ‘ ne 
7 : . - . . 


~~ 


Aap oe a ee ee eae ee 


‘ i / = . : , ‘ | . 
| (\W RANGE ST.LOUIS POST-DISPATCH -_ gaTURDAY, SEPTEMBER 22, 1934__ ee ST.LOUIS POST-DISPATCH ___ eT Te porn oat 


| | GND TONE RFRM  |{ NE i AT THE NATIONAL YARDS 
WHEAT LIST | m Ht TRANE LN ud | YORK CURB |__NEW YORK BOND gman 


| NEW YORK, Sept. 22.—Follo ' Press. 
. tions on the New York Gurb ananee toser. "pan yo Sa NEW YORK, Sept. 23.—Total Dent, sei op the New York Stock | _____-___ aoe Se ane 
sociated Press lowest and closing prices: ° g sales, highest, | Exchange today amounted to $7,743,000, compared with $14 562,000 we 3 190-250 Ibs., $6.95@7.10; 170 Ibs., 
BY ry YORK, Sept 23.—The bond mar- : re sd hd ; age s week ago, and $6,260,000 a year ago. Total | giuaep Stock Exchange h, Rp ge Pyaaes pd cay ~ See: 
 powed a good tone today and in vir- SECURITY. \Sales' High.| Low. |Close. ee Se ate were $2,871,172,000, compared with $2,500,548,- do 6s 42 ct 45 | 45 | 45 ted: compared week &g0, "mostly 15@25¢ low- 
; get | groups the advances of the week STOCKS. - ctinaian 000 a year ago and $2,322,504,000 two years ago. en 47 Aji 1 er; Night lights 15@ 25¢ nigher; pigs 25 @. 
,UIS MERCHANTS Ex, cally &! DOMESTIO BONDS. Following is a complete list of transactions giving, sales, high 44 4 03 4 calves, 150; com- 


. well maintained. +Aero 
E, Sept. 22.—Wehat futureg ead states Governments again were | Allied ~ Rage B| Com Ei 5% 62G 5|107 ¥4|207 ¥4|107 Yo low and closing prices: 58 : ji = we Be gp 0; salves, 280: Oe 
4 


c up to %*c down toda ved but values were changed but Com Sub Si ie ee paneer 3 do Ss 80 
it m! CommunP: ! * 
ce narrow Tange. THM gis 0 same period Deeeee the nar- &L 557} 4/45 | 4 SECURITY. _|Sales| High.| Low. on BOND MARKET AVERAGES 82 other, Nearlings and helfer 


f pri rection eh Copyright, Standard Statistics do 48.60 ,...) 2) 58% | & 
7001 wheat closed % sess of price swigns in either direction. Uv. 8. GOVERNMENT (Copyright, Standard Rratieties oe “50, 12ts| 12 lower; cows up and bulls steady; 
to da w of the Treasury ioans and Home ——— BONDS. stocker and feeder cattle 


ter ety %y to %*d off, “rs Loan 3s edged up 2-32ds to 4-J2ds for the week, 1150-Ib. steers, 
peg was ‘sc up early, The poin i steers, $9.80; 
a ow price group mov- 

%@%4c net higher. corward at O e were some utility le..| pat yey 


.50; mixed ; 
mber wheat opened at $1. . * munication issues. Sup Power.| 34 saus 


$4.65; sausage bulls, vealers, §7; 
December $1.03%, up Vat yost of the — held up well, adding stock steers, ‘10; bulk for the week: 
: é s~ 2 11 Cc Ss . 
y $1.04%, up %C. ena 


point Native steers, $6.35 @ 8.75; Western grass 
ee eee 8 aa VEGETABLE MARKET eit Wa 
nsaieninianmueiiliahe 


——————— 


+ gape EP ROE » 


eat Pee a. e5 Migy + oy vod e ; 
ae? a ee ee sie alia - yee Ta 
pee” 


‘piaah. 4 
~ 2 pana 


Fe 


a 


» Caer 
FFs 
es eaor 


FF 


w 
FEF 


“ 


a8 

+4 SiRF 

+ ‘fp ie 
x J » \, 

ee en ed 

ot - —? 


Rr & 
~ 


ao 
ates 

oe 

wr 


Liberty. Ind’ls. Rails. Util, Total. 
s 32-4 ye Ab 103-1 |103-1 uragay «s+ > % ; 
iat 4 324i] 410810108 8 tea) | | Weak das -- At TTS 
* . ais ag: ” Wee ae ‘ P 
Crane Co 40 98 47 4th 4% 33-38 ¢ 38/100-21 100-20/100-20 7 44 pe 
Crucible St 5s 40 ~ ° 


ago.... 73.7 
Cudahy P5 —_—_— 


Mate 48 eae ! 
+} st eeeae? m 
3% 46-56 .-..| _2|103-19 a os¢ a3.8 6 4s 67 af Tewid 3255) 
3% 40-43 June| 16|102-2 |101-26/102-2 | al 2 oe Gee et. 
3% 43-47 ..--| _2|101-18|101-12/101-28 | | Lo > Oe & &3. 59 ww. Cities Bere is j 
3% “ig ashe bg tor g2;04-20a04 gh 71.3 78.: ae 4 Consumers \1 
° po0ee ’ : : 1) |va Ircac Ss 49} 1) 54 54 |cord Corp %6.. 
312 44-46. . . .|122/100-18|100-13|100-14 Low, 19 3.2 ¢ Pp %S5-- 
Sit 46-49 5...| 91100 | 99-321200 | ; 7101.5 38 Virg Ry 5s 62.1 Crane Co ....-- 


} ‘3 62.3 80. Wad ist Se 39 | 3 Ei Housenid us.| 100) 14%! 
3a 46-48 ...+- 98-16) 98-14| 98- 5 . useh g.| 100) 14 
Fstone Tire 5 42 98-16| 98-12 i é ‘ 109.8 101. 3 56 a| 36 6 rae) 1001 12 


2| 

Fla P&L 5s 54 . 3351-5 oa Lo 97.3 96.6 mule market was nominally steady. Clear- 
Fia_PS%s 79 A 67% ederal 106.0 98.8 99.0| | War Bros 6s 41. | ¥ rs mnee is good for the week. 

6 ed F Mt 3% 64| 10 99 | Lo 1929,; 90.4 100.8 96.0 95.: West Md 4s 52 . +4 15 5 *NATIVE HORSE UOTATIONS. 
3s_¢ \105 | eee *Day vefore esiden suspended WNY&Pa gen 4 43 . Good to choice draft, 

gold payments, 1926 average equais | |W Pac 1st 5s 46 Z \um to good draft, 

100. 


—s 


wile a 


wa 
Yc! 
$F G& 


| a | % 
Un Pac 4%4s 67. ent 
do ist 48 47.. { yon TO er 
g 48 2008) ¢ 98% , 

3 4| 8 81% Me Cherry Burreli.1 


82 
seS 


ae 
and 
Sw O28 


F 


hy 


4 ~< 
“ i ? 
2 a en bind 


wre 


—_—_——_ 


Hanno 


wr 


a 
bee 
s fF & 


Tt 


e FSF 


pa et 


75@4.35; mixed yearlings and 

@7.10; beef cows, $2.50 @ 

. $1.30@75; stocker and 

2,000 a year ago, included 18 cars +Brown F Dist.. feeder steers, .10 @ 4.50. 

orn receipts, which were 13,500 Sanne! ET Butler Bros ...-. Sheep—Receipts, 100; compared week 

sompared with 31,500 a week ago gr, LOUTS , Sept.|+Bwana M’Kub lambs 25@50c higher; other 

"0 a year ago, included & cars 4 ne following paid Gan tna Al - week's top lambs, $7; pulk, 

1 through. Oats receipts, whic pany to prone do B vious $6.50 @7; lambs, $5.50@6; sortouts, 

90@ bushels, compared with ae af round | os - art on Mare  Wire.| $3.50@5; yearlings, $5.50@75; fat ewes, 

ago and 10,000 a@ year ago, in oh. uts ame 2 +c ’ 

cars Jocal and 2 through. Hay ibe atalin Am ...| 


$1.50 @ 2.5€. 

HORSES AND MULES——-The horse and 

re 1 car local. 3 

St. Louls Cash Grain, pure $1.25; a Sopblers 

was unchanged, COrm Was in¢ p50; ee amphs, $2 60; 
: Makota riulbipeser » ° 


4 oats steady 
iy California russets, $2. 
of cash grain made on the floo Sete ig : 
hange Saturday were as follows: pre 2 — ae gems massa $1.20; 
io a ee wer a jspo Turown. bu boxes cobblers net to 
e: No. 5 yellow, 79%¢ + ome ea 30c; straw, T0@ Se. 

No "3 white 55% @ 56 1 ee ; STICHUAR icS—California poxes, $2.50 
. 3 white, ac; sam en Com & So war 
white, 53 %C- ' su aNS— New Jersey hampers bountiful, | fComm Wat Svs | 

aois bu bountiful, 40@75c; | Cord Corp % 


—— OO 
CHANGES. SMALL S's Beaman Beat | te te 
AT CLOSE IN CHICAGO BE “TS 50 aE grown new, 10@15¢ per +Cust i a 


— a ee 
~é nes. 
sociated Press. jo28" oR BEANS—Home-grows shelied ey ee 


GO, Sept. 22.—Unusual steadi. -ackets, $1.25@2; California in pods| Dow Chem 2a 


1 
t $2 . 
veing confined to a range of less pamee's S"3 spROUTS —— California ‘a See 3_.| °50 
nt, and the market ending vir- oe $405.50; %_ arums, $2@2.75. | = G&aF 6 pf 6.| °25 
same as 24 hours previous. ~ gpaccoL Colorado pea crates, $1.75 Sh . 
demand was reported for cash 4 sy crates, $1.50. 
day, with shipping sales of 200,000 -s BBAGE Bulk per ton Wisconsin 
re. presumably to Easteern mills, vniand seed, $20@ 25; Copenhagen, $20 @ 
eduction in 40 reporting Countries s. eeg $40; Michigan 50-lb sacks Copen- : 
on \is now estimated at 2,856,- nec BUX ‘ 
bushels, 9 per cent under the total ‘ PR ROTS-—New York bu loose, $1@ oy sa Al A& il 
by\ these countries in 1933. ‘ ica ijfornia lettuce crates, .25@ 
closed steady; ‘4c lower 19 ‘se 5 colorado lettuce crates, $1.50@ tFairchild A A 
pmpared with yesterday's finish; 25: Washington lettuce crates, $1 1.25; | Fajardo Sue < «:% 
| $1.03 % @ 04; corn ge off to prep \ -an 50-Ib sacks, 65 @70c; Ohio, 3 Fisk Sericent 
_ mew, 78@78iac; oats @ re Me coven bunches; home-grown, 5@ | Flintkote A 4g .- 
| and provisions unchanged to a .» gozen bunches. Ford MC A 8 
cents .CLIFLOWER — Colorado pony crates, | Ford Mot Ltd .. | 
acea by a decided recovery in the 51.10 2 25 Gen Alloys . 
5 wheat market, grain values here _eERY—Michigan highball crates, 40| GG &E cv ptf B | 
early upward trend today. , crates, $2; joose bunches, 25@ | Gen Invest war -! 
d reports from Canada, with fur- Wash 24-inch 1 crates, $2.25 . of. 
ys to crop movement implied, gave 
strength to wheat prices. Geena eLERY caABBAGE—Home-grown let- | sige 2 ag 2! op ee a do rfg 4 a : | 
% up, December new 1.04@,y sce ces, 20@ 296. %4 6! Li 2S Kimb Cl 5 43 Al O% | os do 5s 96 ! ‘ne 
Chicago wheat afterward rose fur pe npN Iowa white, 10c per — on oee| | | Kop G & C 5 47) 97% 1 97% = vg > ae 6 
orn started at 1, @ § advance MBE = -grown bu : ace Aa SE ln SLD. Bo... A Bi Re 
r new 78% @78%2¢, San then $1.25; dill - galt pickles, Greyhound . . .- 6 16 4 | ae ear 2026A! 80 | sO do4sP LER NY EOI 
4t» climb. . , 50c. FHartma Tob . ibMc y, 8 42} 2% 93%) V3% oO s 
ens carried the Chicago wheat IVE — Home-grown lettuce crates, | Hir walker Sy | Long Is Lt 6 45! 1} 9144! 91%! Yl BellTPa ~ sary +r 
mack later to even with yesterday's } Ohio chip baskets, 50c. Holi Gold .1.20b L AngG&E 6 42| 3/105 34 10544 |105 ta gana 5 36 ’ 29\102 44 |102 
Pro(tit-taking sales were \argely pLANT—Home-grown lettuce boxes, | tHuds BM«&S8S 14% 4% Lou P & L 5 57! 14! 91%! 90%| 91% BethStipmos a") 74%\ 7 
le. together with lessening of spec- 25 Fhiyer mn OB 98 % . 
fJemand on price advances. Notice sec a ROLE —_Home-grown lettuce boxes, | _———-—""-5, | ysrade Fe -_:/ 2 : ee a i west = eta +g a af 
» taken of gossip in cotton circles Imp O Ca .65bd./| 18} 15%! 2! 59%| 99%4| 99% |B ly as asl 
ish effect of prospective settlement o¢eN OQNIONS—Home-srown, 10@ reg .65b.| 15% | 1} 65 | 65 1 65 
extile strike had been largely dais- -exs. 20@ 25¢ per dozen punches. Imp Tb Br 1.0398 3 : 
beforehand. spLic— California, 814 @90c per Id. Im Tb Ca 52120} 
and oats were firmer than wheat, iRO--Home-grown 1-3 bu chip bas- | In P Line .30.; 
ore or less to heavy frost in lowa “54 65c; Tennessee climax baskets, Ins Co N A 2; 
in Illinois and Indiana. Int Hy El pf . 
jons paralleled steadiness of the oa sERADISH—Home-grown bulk per| Int Mining war - 
ket. » to growers, No. 1, ao $8@9; neu’ font ei 
; 50; ee oe 5 @ 10¢. int Pw Del pf... 


UTURE GRAIN PRICES CHtaabI=sMome-srown, 106 80e ne al tl gs Mono WP 522,58! 31110 |100461109% ul Uitte Lite do 5 81 1... 


» 20 
co 


> ww 
- 


Gn Oi tn hon 
iF 


> 
bo >| 
te 


a 


+ 


ad Wat 5% 5 


STF FSS FS FFE 
SEH FESS SFE 


Fee, 


se ee KHAN eek wo 


eon *# HAND eo G& 00 


FFE EF 


ar» 


West Un 5s 51 .. 1| 82 it : choice chunks, $90@115, 
w s 60 res 2\| 81 Clb MeNAL..- chunks, $60@80; youns f 
URITY igales| High Lew. ners @110; Southern mares, 
SEC : | | Lag Marsh F cheap horses, $30 @ 50. 
*MULE QUOTATIONS. 
¢ tr 5 = Farm mules, —, 16 ong ti 9 Oe 
————— ee) CoO at Gypsum . 140; colt mules, §° size and bone, @ 
do 5s 37 ...:;-: 104% |104% | Alp P Wr 6 48 Cg ye | 4 Nat Rep Inv , 50 125: colt mules, small, $50@75; draft 
Guif St UtSs 56A 09% | Alleghany © $4. Int Gt 16 52| Ta Ea el Noblitt-8 1.20 .. 125. $125@150; mine mules, 15.3 to 10 
fiall’ Pri | te ee. Bee do ist 6 52 «| 1% Agr Bk col 6 47 ae TE 20 @140; mine mules, 14 to 15 
a 5% 47A do 5 5 ose eee 2 : do 5 5 B | 2 29 29 29 € on <7 ne ee ; z choice cotton mules. 
Iii Cen 6 37... vA ‘ 25% 92 Int Hyd El 6 44! 51 do 6s 48 cpn off] 16 3 : - choice eot- 
lll P&L 5 56 C : 2.. erate ter4 r 6 55. | aes! 63% Antioquia 7 45 B 9 ' ton mules, 14.2 to 15 hands, $110 @125; 
do 54% 57....| oa Sila | 62%) do 7s 45 sw LP pfa : small green mules, over 3 years old, $45 
Int & Mich 5 55| | 8%4| § do deb 5 55..| 46] 58241 57 | 57% Dredg P “~ 


oe 
FFSTF EE 


~ 


an 
97-2 | 96-26 97-2 
97-2 | 96-26| 97-2 
5, 1934; chece- 


Grand Trk 4s 50 8 “| 81 81 
64s 36 104 5% |104% 
99 9914 


 & 


3 

PR} 
aareo 
Cow NN 


> co 
> 
wt » 
z 


BONDS. 


et, oe 


tet a 


See —— 


orerar 


’ 
~ 


bs 
= 
Om to 


e [Fe F 


Or w 
re F 


—_—_—— 


wie 


i] 


>» 3H bo 
- 


a 
* 
eTS) Ce 


@ 70. 
s00| 19% *Quotations are for average animals and 


= 
i) 
Rs 


NPL A 


cterized wheat values today, riuc- oF 


AP 8 & HI ‘ Swift & Co % . 

K C & H Antwerp 58 58 ay eee TC ZY do not cover those of outstanding quality 

ee a Argentine 6 57A 3; 89%| 89%| 89% Util & Ind pfd ..| 59! 2¥ do the very cheapest grade. 

K C P&L 4% 61) 2|108 | do 6s 58 B .. ® Viking P pf 3.40) 30) 30%| 30%) < ple 

K C South 3 50) 9; 66%| 66 do 6s sf_59 Jun| 2 Vortex C 1.70b..! 50| 13%/| 13_ | i 

K c Term 4 60) do sf 6 59 Oct + — ——;ONDS. _ ——— | MISSISSIPPI VALLE‘ aTOCKY ARDS. 

Kendall 4% 48A| } do sf6 1960May| ee a | a Mississippi Valley Stockyards at Ss 

Kings Co El 4 49) 9) 2 | 2 = Sz ta Las 8 BS 58 .| 3] 30 | 29 | 29 Louis officially reports the market as fol- 
s ct. gs eer lows: 

Kres Found 6 36) 2}100% |10 an 6s 1961Feb | HOGS—Recei : 

pts Saturday 250; market 
aor co-aer 8 so eee! Saw m | $e Mae] ay ge BUTTER, EGGS AND POULTRY |. o'ccSiow:.” ioe sto. For ine wees 
sees auta ; 9) s j | 84 8314| 84 market 15c lower. 

arm be 5543} 9| 97 14) So 97a |L Val 414 2003! 2! 55%4| 55%! 55% Argentine 5 1945 6/101 %4/101 f It arkets for CATTLE—ASs compared with iast Fri- 

Arm 4%48 39 .. ; do 4 2003....) 31.53 | 53 | 5S Australia 58 55. 6| 9514] 95%4| 95% ges, butter ana poultry ™ rkets for | gay good to choice fed cattle moderately 

armstrong 5s 40! | 2 Ligg & M 7 44.-! 1! ‘ ‘ do 5s 57 ..-- Sept. 22, as reported by the St. Louis Daily | active; medium grades 15c¢ to 26e lower. 

do 5 51.. . 0 


Ia Neb L&P 5 57| AT&SF cv 444848 do 4i%s 56 ..| Fed c 
Sas .- : tation r but- ed cows 15¢ to 25¢ lower; canners and 
-t 9 95 ‘ | 4 — gtd 7 43) Market Reporter: Spot. quota’ olf ” cutters steady. Bulls steady. Receipts 
o 68 61 


14| 57%4| 57 Oct. 

‘ ‘ actions on the 8t. Louis Butter, Egg and € 
8|102% [102 94 IO x Bat Pet 4448 42) (111 Poultry Exchange and on ee eitians else- | jing wethers ‘ week — a } oa 
S| oe % 1108 1106 Belgium Te oS °°] 101% | where, between wholesale dealers Jf the | emain steady. Receipts Saturday 100 
| 4 \106 e\see™ ! th do ag ag --{ 20/2 1100 | produce district and indicate prices paid to ee y 

Ps Lena ih} shippers and truckers. store-door delivery, 
| 31610316 | Bergen Oy eo] 1) 23 | unless otherwise specified: LIVESTOCK ELSEWHERE 
41445! Ber City 6% 50.| 1) 23 light hens were 1c lower at 12c; les: 
° horns i4c lower at Siec:; large Arkansas ee ee 
white rock spring chickens %4c lower at CHICAGO, Sept. 22. ‘U. 8. Depart- 
13c; other springs ec lower at 1232¢. ment.of Agriculture )- Cattle, 400 commer~ 

EGGS—Missour) standards in new cases, cial, 2000 Government, eaives 200 com- 
22c; Missouri No. 1 in good cases, 19¢c; mercial, 1000 Government; compared Fri- 
unclassified, 13 @ 15¢e. day last week, strictly grain fed ateers 

BUTTERFAT — No. 1, 23¢ per pound; | and yearlings scarce, S0c higher, instances 
No. 2 at 20c. more .on. heavy steers, inbetweens all 

do gtd 5 38 -- : as Bremen 7s 35 ..| CHEESE (in jobbing way) — Per lb.: weights steady to 25¢ higher but common 

do con 4 38 .. 3 Brisbane 6s 50 .| jong horns, 1514c; daisies, 15i¢c; prints, | grassy and native killers and piain stock- 
M-K-Tex 5 62 A. 4 British 5%%8 37.| ; 17c; Northern twins, 15c; singles, 15iec; | ers 25c lower; good to choice stockers 
do adj 5 67 do 4s 60-90 ..| . | brick, 15¢; Missouri and nearby, 1@1%a¢ and feede heifers mostly 25@ 
do ist 4 90 | Bue A 6igs 55.| % | per pound less. 50¢ off; cutters ,10@ 
Pal BUTTER—Creamery extras, whole pulls, veal- 

do 614s 61 st.| 25!) 60 | 59%| 60 (92 score), 24% @ 2514c% standards ( . 4 75¢c up; ext fed 


| 
Saidas Tiss 46.1 41 16%] 10m] 16% /24c; seconds, 21 | steers 90; light 
| aidas 7348 46.|  4| 16%4| 16%! score), 2414c; firsts 23 @ 24¢c; | 
| ' Canada 5s 52 8'110% |1105 |110% @22¢c; packing stock, 12c% No. 2, 8@ | lings, $10; 
| 
| 
' 


— 


63 
oO 
ee 


i. 


n 

Int I&éS8t 5% 46) 
Inters Pow 6 52] 
Qe 6 BF ..0s st 
int P Svc 5 56D) 
do 4%4 58.. 


ola HOO e 
Ff) FFF SES 


P< 
: iz 


oo 
NA 


to 
© 0 
Ss 


) 
eT 
FFE F 


ter, eggs and poultry are based upon trans- calves 25. 


i) 


Ia Pub Sve 5 57|__1! 77 gOS .+--) “Sl 66 
Jacksn Gas 5 42] eur ssur son | 20 Abs és} 5 
L| ACLine ist 4s 52 13| oS 
| 


~~ 
> S 


| | 
4%, 61 C | 5| 93%! 92%| 93% 4 
Jon & Lau 5 39) 3/106 14/106 %4'106% AtuaWe Se 59 1) 


Kan Po 5 47 Al 75%| 75 | 75 B&O rfg 6s 95 «i 


a 


eT Oe 
[—) 
ose 
~~ WNHe 
Nw 


mn 
‘ 
’ 

— 

m> 


m-10 


rs 
meet bt 
STF EF FF 


WOMNAD= 
Ln 
i) 
~~ 
TES 
NS 
— 


* ; 4 es : : ; 
- r and ~_ 
. 4 bee eek e “ ehh 7 « . : sg tow 
. rsd BS eyeli TP tye 3 ‘ghiieds : ‘J 
~eereet te ee Ue PO . creo * on ey nat 
hewn # . oe : b F 
. 
- -_*- — _—— - ® a 


“ 7 . “ae 
“ # ft OG 
i eee 0 AEBS 


01% |101% 
o _ Brazil 8s 41 . 


do 6148 26-57. 
MsPassMa 6 46) 1! 22% 22% | do 6ias a7 57 || 


40 5% 49 .-.| 0 | BrazilCRyEl 7 52) 


Oa 0: 
KEES ES 


om 


Nw 
¥ 


Ooi wow 
Co we 


Swe sa 
Pp ROO Or 
Ua OURS 


ORO 
F ss 


0 

5 

0 

66 

' B 

| 69 | 69 | 69 Buf R&P 8 do 6s 61 sta 

466} 6 | 6. jaue tem 5s 55. S. 4 ~~, | a4 

45 6 | 5%) 5% BushTBidg 5 60! | 4 45 5 o4 

6| 92%4| 92, | 92% i [103 (103 soe | a4 

2| 66%4| 66%4| 66% J 7 V~\117%\117 % 24 
59 | 59 | 8 ye ST ..- 1114 /111% | 10% 


5) | 
9/104 $1103 % 104% oie 115% 3 ot 24 
| z 80 


ae 


mh woe 


wv 
o SHO 


fe FF 


oa ; | 1104 10c; cheesy, dirty, less. Western grass steers, 
phe 6'103 | LIVE POULTRY. heifers, $5.50; cows 
17%| 17%} 173 FOWLS — Heavy (5 ibs. and over), | mately 15,000 Western 
4 a | 4 145 \4c; light (under 5 Ibs.), 12c; leghorns, | largest of season; ail 
7 Siac; No. 2, 3c. steers as high as -_ time " 
<a a0 , N@ CHICKENS—Arkansas white | top stock steers, $6; feeders ,$6.20. 
pa nehes. : Natragan Ss 57.) 51105 105 (105 q Mob&O MontS 47; 3/ 14%! 14%! 14% oer ogy Sh ial, 2 “ 
f0Cs , é / sig : . eep, 4000 commerci@!, 2500 Govern 
QUIS MERCHANTS Taey's. high 5; C teen 520 80: ohio. leat r ae. | NatPal 6 3026 A 8 67 87 . | Mont Cen 6 37. 101 {100% |100% OF e+ 21 . eg Ree os awe: Por week ending Friday 139 doubles 
Following are today’s nigh, ee _— toc. home-grown lettuce ° N P&L 5 2030 Bi | Mont Pw rfg 5 43) | | 9344) 94 i 17 %| colored, 1234¢; leghorns, orpingions and “stations, 15,300 directs; eom- 
epee ys ; 9 | 14 black, 1% Ibs., and over, iic, parebacks, last week, fat lambs, 50@ 
Sc. : 75c sheep strong, petter grade 
BROILERS—Colored (2 Ibs and under), lower grades easier, 
14c; leghorns (1% Ibs and under), isc. week's top id for choice native 
OOSTERS—7 14¢. lambs late, $6.25@7, with 
TURKEYS—Old hens, 14c; old toms, late bulk at outside: lambs, 
12c; No. 2, 6c; springs, hens, 7 Ibs, and $6.75@7; early bulk oO 
over, 14c; toms, 9 ibs. and over, 14c;|at 3$6G 6.25; few yearlings, 9». 5 @ 5. 
small, 12c. : bulk range ewes, 
DUCKS— White spring ducks, 4 ibs and : ; , largely; 
over, 11c; small, Sc; dark, 4 lbs and wver, est 63 to 69 poun e : $6.10 
9c; small, 7c; old, 6c. @ lightweight white 
ESE — Old, 4c; spring, 9 ibs. and 


a) 
ww 


24% 
25 


e and previous close in local mar- ee It ..6- ; Pw | 
d quotations received from other poaes leat, 154 20c; big poston, 20@ 25¢. &eE ..:!| Nebr 4's 81) . ie . 
;  -SUROOMS — Lllinois 1-lb cartons, 20 uMewil Dr 1 Pett ~ rt -° 104% |Mor & E 5 2;| 9914 
4 eeee ewAmstGAas | | j Ai | 
| ; | 4%, 55 . 2! 89% do 6s 63 ae 
Prev. Mc STARD — : 5 bu box 5@ | Maryland Gas -- | In! ; G&E 5 50| 26) 57 | | i en 
Stich. . Low. Close. -_ Close. susie sue em N Gs: ios: 1 | cow! | | : CenlllE&G 5 5: | 653 NtR Mexs  S7as.| 12\ "8% of bog * Cologne 8448.50. 
: PTEMBER WHE ee white em as .106) NEngPow 48. en ° | | oe NtRyMex442 9/35. 
BEPTEMBER WHEA?: ____. ; +Molybden vic Oris. Sus oe] ) my \Cen Pac 58 60. .| | 75%| 75 75's INtRRMex414 26as| = 3! R%_| 8% Cee OS ot ect. | 


FREESE 


@WwWrh 


a ae 1%" \- tes : 

1O4 103% 103% 103 & PICK ETS fie te Mont Wa A 10%k Ve NY&awL a do ist 4s 49..! | 92% 925! 92% do 48 51 asd | 2 5%| 5% 

j w BUT . ; nT eee t 4 2004. | ‘ 0 8 .« 

Bee 108 a4. 104-106 ao” oo eee york yellow, 90c; red. 35; | fNat Bell Hess - yeoin aus 67.1 4 | 88% |crRaBGe Se 37! 2). §8 | 65 | 65 |Nati Steel 5s 56.) VF Fssccete elit Rat 
102. «1013 *- o1%a | 101%8 an nite, §1. - | Nat Fuel G1 .- | NYStE&G 4% 80} 4) 8: % Certain-td 5ia a Gas 5 48) 
- . ett 713 : sce ' - U Spanish, $1. Het lee ao NiagFallP 6s 50.| oe ee fe tal 52| 
323, 112% 2 2 PAR square lugs, SOc; | Nat P® Up 59 ....| » 6/106 |105%4/105% 58 9: 3| ; 

mes, 112% 132% ack. baskets, +Nat Rub Mch . 5 35| 2\100 %|100 4 |100 %s C&O gen 4428 92) o 3 ie + ta Cuba 54s 45 


@ 20 Ga 00 
FRKFRFTE 


.25. 
- =| | 2 28 over, 7c. 6000, including 5500 direct; mar- 
Cundinam 64% 59) «| 16%) 16% FROGS—Per dozen: Jumbo, $2.75; me- | ket about steady with Friday; top $7.15 


a1 | 21 

99%| 99% | Denmark 6s 42.! i FROG E Pee mall $1-75; babies, $1.10. | for abome 210 to 225 pounds) sMntent 

%| 99% 8 | 95i4| 95% | 4 $ $i.¢ Racers estimated holdover, 1000; light 
140 to 160 pounds. 

' "160 te 200 


OCTOBER WHEAT. lo peck one piome-gre ven. | Nat Service ---' do 5% "| 10) 48% 48 do rfg 4% 93 3 NOTexRM 4% 5® 
ie-%% 82% 821%, . 82 >baS-—California telephone at By eee Norind re 5 00. | 17 ps Sag, . | | do Siss 54 -- 
od a -78% 79% ag Rk fie ance +Natocas Co .60.| tus e se 1 eS % |cpaQg gen 48 58| ge Soe | 96 do 5148 55 ..| 91%] 91%4| 91% | PIGEONS—White Kingt $1; 
DECEMBER WHEAT. pPPens—ome es ot | NorStateP 5% 40] 5 do 3%s Ill 49.! iS 0.112% {111% 111% | do 4s 62 | || 82 | 81% | 82 | carneau and silver kings 75¢c; common 50c. 
bi, 10@20c; Bulesnme : 32) ee ate 6...) TI ChiGL&Ck 58 37| 3| 4) 63%| 63. | 63% | DomRep sf 54442! 6714| 6714] 6744 | GUINEAS—Per oosen, spring, 2 Ibs and ' an Se 
c ot  § poets 4s 59} 2| 28 | 28 8 Duke Pr P 68 66]  6/ 92% | 92%4! 92% | Ort $6.50; 134 Ibs., $5; small, $3; old, , $6.25@7.15; median eight 

Nor’ west PS § 57! 1' 61%!) 31 fstonla Rep 7 671 21 75% $2.50. t ‘ ; o> , 250 
Ogden Gas 5s 45) 94% | 94%| 94% NYC&HR414 2013! stonia_Rep 7 6!) BiH) 78% | **<sotrans—Dressed, large (10 Ibs and 6.90@7.15; packing souk, 
do 48 42 up). 25c; small and dark, 15c. 275 to 550 pounds. 


1j 94 
5 51102% 102% |102% Se ae | 92 niand 75 | iy \10044 
1100 {100 NYCLaSh 314% 98| FinML 6% 54 B| 1100 |100 VEALS—Choice, $7; medium, o6.50@ .25@ 6.60; B, good and choice, 
NYChi&StL 6 35| 4 Geisenkir 68 34..| 10| 53 . 4..1 105 5 l 5 |6.50; common to poor, $3.50@4.50; rou eat 
A] 2 GerCAgrBk 7 50) = 1' and underfed, $1.50 @ 2.50. 
| do 68 60 Oct.{ 3) 33 | LAMBS—Choice spring lambs, $6.50@ |ed States cult 
GerCAgL 6% 58) A ‘ 6.75; medium, $5.25@6; culls, $3 @ 4; | Hogs. receipts 368; most- 
GerGovint 5% 65) a | sheep, $1.25 @ 2.25. ly 5c higher; 160- 
Ger Govt 7s 49.| 1! oe —- 190 Ibs $6.75 @6.95. 
GerGenE) 7s 45.! . CHICAGO, Sept. 32.—Butter, 9010, |7.20; few $7.25; 3200 lbs 
GtConE|IPJap 7 44! 5 steady; creamery ~specials {93 score), |140-160 Ibs $6@6.25; ‘1 20- 
do tis 50. if 2514 @ 26c; extras (92), 25c; extra firsts @ 5.75; 100-120 ibs $3.75 @ 4.50, packing 


| 1) Greek 6s 68 (90-91), 24@24%4c; firsts (88-89), 23% | sows $5.50 @ 6.35. 
oe ng ig ps > : + aah 18% — | ig 52% ya Heine? ike OO @23%c; seconds (86-87), 22@22%:¢:; Cattle, receipts 50: calves 50; compared 
Pen C P&L 44277) 7! | 4 occ] Oat 3 411057 |105. (105 | Hung M By aa a3 93 a | eas 490 centralized carlots), 25c.|with Friday iss: week, good to choice light 
Pen El 4s 71 F.| | 7 2 14 7 5| 47%| 47%4| 47% heise Butter sales, 154 tubs, extras 25¢. _ jand medium weight steers around 25¢ nigh- 
Pen Oh Ed 6s 50| S7 ‘ a1 oF -.. 2; 67 | 65 67 taly 78 1951 ...| 11% Butter futures, storage standa 
las 59 2, 5814| iy D.| | 6% N ‘ | 40\107 141107 He ie Japan 64s —. 2) Hr ni 26c; December, 26%Cc; 
7'100 % |100 % |100% . ! do 5%s 65 ° Bae: F er; 
" ‘ lg 2 i ( 7 63 62 63 Wreck? 5 59 ct. Eggs, 4311; easy; : ‘ ‘ 
= rat +h, 87% ‘ ‘ 2\ 15 + teal is reg 5 59 ct. fresh graded firsts, 20@ 21c, aod eos others $3 @ GE: 
Me | $4 8 ceenes 2:105 |10414\105 Lombard El 7 52) ceipts 18@19%ec; refrigerator firsts 20c; : $1 25 @ 2.50; no tes 
aa Py do 4% 80 A .| | 4,105 % |105%4/105% LAUsHEP 6% 44! refrigerator standards 20\4c; refrigerator i Sheed ae dour 
Col G 5 52 May.! @ 8 5| 8414| 84%| 84% | Med M extras 20%c. No egg sales. today, © oF : 
ed Mun 6% 54.! Sheep, receipts 50; nominal; ewe and 
5 1961 .!| 9 ; : ‘ Mex4%sirr A 43.| 8 Egg futures, refrigerator standards, Oc- whether jambs saleable at $7.25, oF 5Uc 
, vai 93% | do 5 69 C..l C; , stor of be.aed 45) tober’ 20%4c;, November, 20% ) at $7.25, 


e. 
1108 ) Potatoes (U. 8. De artment of Agricul- above last week's close. 
Nor Pac 6 2047 . do 4s 1901....| eee ca tena 250; total gricul- |®T. JOSEPH, Mo., Sept. 22. 


%, |105% | | : 
03% saees : 2) do 10 4sasdsm! shipments 611; steady, supplies moderate, Department of Agricultu 
demand and trading moderate, sacked per | fairly active, fully stea 
cwt. Wisconsin cobbiers U. . o. 1, | average; top, $6. 
$1.10@1.15; scabby 82c; unclassified $1; | t° 290 pounds, 
§ No. 2, 75¢.. Triumphs U- bg a. — to oe Pe er otis: 
cobbiers U. &.- ' to 170 pounds, $5.. .35; ws, 
ee 6. 2|112 |111% do6 14858 cp off| early Ohios ; $5.75@6.15; few smooth light sow’, 
DelaH rtess | Or-WRR&N 4 61! 13! 96%! 96% do 6%4s 59..--' : @ No. 1, $1.45@ | $6.25. 
Del P&l4 iss ” os 101105 %4|105%4|105 % N Sou Wales 5857 | ¢ 48; riy Ohios U. 8. No. Cattle, 100; no calves; for week — Better 
G 6845A cod! DERG 44s SO - ly ; 1|106 % \106 4% |106 % 46 Se BB...>-.--; ‘ triumphs U. 8. No. 1. | grade fed steers and long yearlings strong 
P 8853 ee ) 8 5614| 56 | 56% North Ger L 6847 combination |to 25¢ higher; inbetween grades mostly 
‘7 ee | 14 | 5 S| a 3) « | Norway 6s 52. me é : a steady; common Westerns, 25@ 50c lower. 
| 7 4| 24 23% 34! lg| 55%| 5642 do 68 43. Ne NEW Y . 22.—Eges, 11.938; | heifers and light yearlings steady to 
Seattle Lt 5s 49.| 1 1 do 5 41106 % |106 % 2| 5 55%4| 55% do 548 ae Ee 9314| 93%) $ , | steady, mixed Whites, | atrong; cows strong to 25c¢ higher: vea'- 
&P41467A\| 5s 52 if. 06 ¥ 4) 1314| 13% | Nor Hy El 5i4857| 13! 79%| 791%4' 79% Coast, other | ers steady; stockers and feeders steady to 
p A es 1 1! 6 ro re q7 a7 ed. weak; top 1037-pound steers, $9.25; few 
do 4% 14 o_ Fy Ps 4) | Orient Dev 6s 53. ay 715 unchanged. | loads, $8.75@8.85; bulk fed steers and 
Sheff Stl 5% 48| | eat y Sm Fg Fagg 1.106% Pen P&L. 4% 81! do $e O.: %| 71% prices unchanged. yearlings, $7 @ 8.50; better fed Westerns, 
golden, 85¢@$1.25; red delicious, | FUnit Dry Docks | |  % | SEP&L 6s 2025 A 63. | 63% - ) 4% 63 | | Panama 5s 63A.. 36%| 36% snehanged. | $7@7.25; short-fed and cake Westerns. 
——— ———“=s1i,8 $1.50; winter banana, $1.25; king | Unit Founders .| So Cal Ed 5s 51 4\102 |101%4|102 .| 22| 64¥ 6 10 5 do 5s 63A sta. 2| 3514| 3514| 35% $4.40@5.65; choice heifers, $7.75; bulk 
B2%s iA’ g5¢c. 3 2 2% do 5S 52..+.- 1/101 14/101%2|101% 64 8 Par-O RR 5%s 68 4'159 %|158% 159% | changed. beef cows, $2.50 @ 3.50; bulk stockers 
SPTE Michig i der 5/102 |101%|102 Pernambuco 7s 47| 1/| 1614 16%| 16% KANSAS CITY, Sept. 92.—Eges 18% | and feeders. $3.25 @ 4.50. 
SEPTEMBER BARLEY. Mehigan wolfe rive “ = a al 43 +r 163% | @21¢ , Sheep, 1000; a. waehaliel iotuiee 
ae ay oa | 1 Agape age Herm 75@2; New n 20 3} tog o6 + % 3 Butter, creamery, 23% @25¢; butterfat mostiy 50c higher; yearlings ,25@50c up. 
et Sw greenings $1.40@1 60; West] tU Er Gene 6s 57_.|__ 3/1064 106%" 271 95%| 94%4| 95% |_ do 24 6s 1967 12%| 12% packing butter 15c. Sheep and feeders little changed; late top 
DECEMBER BARLEY. __ ____ sia’ fopathans 91.003 grimes golden | Unit Stores vtc Fla E Cst 5s 47 ; 81105 14|105 % (10514 | Poland 8s 50.... 25| 83%4| 83%| 83% 8@1i4c; roosters, 6@7e; | fed clipped lambs, $6.60; native and range 
81 RO s0\%a 80 i Utah Apex do £*° 59 ... do 78 47..6++- 4/126 14/126 44/126 % 131% @ 14¢. offerings mostly $6@6.50; late top fed 
-~ ; ee ——eorr 50: 
MAY BARLEY. Track sales: Idaho bu red delicious, witty a Rone 2 at 82" 1! 5 5s 4 ° . “a rte ro A, Fad id S| 73%) 7 bs, aie Omg /tee.. oe . mostly 
RA t | Go 6%s S1....| 3} 26%! 26%! 26% @ CITY, Sept. 21.—(U. 8. 
.RAPPLES — Michigan bu baskets | Utility & Ind .. ~ | Gen Petrol 5 40.! 1/100 %|100 % |100% sept. 21 ogs, 500: 240 
os $1.50@1.65. sis w ee h 2] 75 oe 75 Gen Stl C 5449] 2 +he4 86 Queensid 6s 47.. 1/101 ¥ F sty Ponce Se cdeeuad 
= S46. 4 PES—-Home-grown 1-3-bu baskets, | +west Va C & C §0'w 8 | vs Rhein Main 7s 50 1 ’ ; sce 
eet Achat —Khes ord. 20e: lettuce boxes, 25 @ 30c; bu | wright Harg .60b| Staley Mfg 6s 42 1|103 %4|103 %4 [103% o toe —, n | 07 vw, | Rhine West 7s 50 a wild riday s e8e aan 
prices at Chicago were: | s< 40@45c; Missouri 12-quart bas- Stand G&E 6s 35 7| 77¥_| 77 Goodrich 6 45. .| 4 4) 2 | Rio de Jan 644853) 1) 12c; seneca, : : cod 180 i 
; new, $1.04%8) 7 .« concords, 28@32c; Niagersge, 40c; DOMESTIC BONDS. do 6s 35 ctf . | Goodyr T&R 5 57! . o5.0% 


o 58 73...- 

sR CAT «TOMH| TOM] 10% is 38 Rio Gr do Sul 8s 7c; average ' 
emerge oo"s1 — set ; | | a Gr Tk ee 401 Phil Pet oot 6s43 | 25%| 25%! 25% heavy, bold, 4c; average, 3c; 6.75; odd 
rnia lugs alicanti, 1: 


46 cpn off...-- R 
te ly oe do 6s 68 4| 2414! 24%4| 24% 13c; average, 9c; blacksnake, 8¢; 
Po Ri A Tob 6842 Rome 6%s 52... | | - bark of root, 14c; bloodroot, 344¢; 
Postal T&C 5s 53 Roum Inst 7s 59. 37 ginseng, Northern, choice $9, average 8.2 
E«&G Salvador 83 48 ct 0 150 | 50 |S @8.50; Southern, choice, $8.50, average, |... 
$7.75 @8.00; transplanted, $1.25 @1.50; |. «'@25c highe 
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SEPTEMBER CORN. 
Sly 73% 78%e TR» u boxes white, 

TS he 78a 77 34D 25 1 30¢; hubbard, 40c; 
EMBER CORN. pumpkins =P 
% 78 78-78% 78-75% ee gy veg 90c @ $1: < guaiaiaram 
- ~ 3 TRin-a " nancy a ’ 4 , c «2% @; 
{5 8 78 3ab t -es nancy hall, 50@ 65¢; Puerto Rico, 80.) 
one - --<-. Bermuda, 60@ 85¢; red nanse- | Selby Shoe p85. 
D $1@1.15. +Selected Indus . 4 
“ 4 TOES—Home-grown pu boxes, $1 gelfridgePrSt .O9 ig! 
Michigan climax baskets, 25@ sherwin-Wms wal 1 
—— —_———_ climax baskets, 50 @ 60c, 8-qt., do A A pf 6..| *30 108 14/10 
SEPTEMBER OATS. ‘¥ kets, 25@40c; California jugs, | SilverKing C .40.! 10} 10% 
54%. 54% a 54\%-"B ee > ‘ah lugs, 60c@$1; New York | ftSonotone . OIG Cee Ee. 
‘ 57 : lugs. $1.40. goCalEd A pf 1%! 1; 19% 
56 Me ie TURNIPS —- Home-grown, §@15¢ per do B pf 1%4..-:! 1| 17% 
OCTOBER OATS yeu bunches; loose, cut, 25@35c per do C pf 1% - 2) 15 
OCLs eT ae Spieg M 8 P 11%k| *50) 84% 
mA. 458 45% baat “RNIP TOPS — Home-grown bu boxes, | St Oil Ky 1 | 1/ 15 
DECEMBER OATS. 5 1 10¢ SteeiCoCanLt 1.20) | 35% 
53s 
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a of ef i ag , ° , ? y 5s 48) 2| 83%| 83% 83% Pu wn)—-Pri hite, li 53c: 4 steers, 85; heavy ers, _ pr 
Seurées on the Chicago Bost... 4, $1.35 @ 50. A » 6 - 2 0| 9 5| 81 14| 81% ay en a 101% Le pd me white, live geese, 53¢; 4% |tical top vealers, $6.50; fleshy feeders, 
Wheat—Thursday, 153,201,000 oa _ WINTER WATERMELONS — Indiana, | Ap 1 Sy Bp 6 | 5 57 .| 2) 37 _ | 37 Readg 4148 974A. 2|101% |101 %| ; 1 2} 38 38 stained, 438; y ; duck, | $6.30; light  stockers, $5.25: bulk fed 
day, 153,088,000; week S809 ‘yn; moo, .$1.15@ 20% 75 @ BSc. oe 7 Tel 5 56, 2\109 do 4%4s 975. ; 101% giles Prov 73 58. | . : | steers, $6.25@8.75; few grassers, $3.25 
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_Grocer Wounded by Hold- 


PAGE 8A 


WOMAN ROUTS 
ROBBER AFTER HE 
SHOOTS HUSBAND 


Mrs. Arthur P. Meyer Ob- 
tains Pistol, Exchanges 
Shots With Negro in 
East St. Louis Store. 


FIRES 10 TIMES 


up Man as Wife Walks in 


Doorway at 817 S. 


Tenth St. 


ST.LOUIS POST- DISPATCH | 


| “Swap” of Wives Canceled by Judge 


Oy i Oe 
hae in 


Mrs. Arthur P. Meyer, wife of an 
Fast St. Louis grocer, routed a| 
negro robber last night who had | 
wounded her husband, exchanging 
shots with him as he fled from the 
store with an accomplice. | 

Mrs. Meyer fired 10 shots from al 
32 caliber automatic pistol while! 
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YV HEN Circuit Judge Bruce of Harrisonville, Mo., granted divorce decrees on Sept. 12 separating 


ROY HART and LOU E. OLIVER, farmers, from their wives, the couples went to Kansas City, 


Mo., 


to celebrate, and returned remarried—but not to their previous mates. 


When Judge Bruce heard 


: of it, He said their divorce actions were “deliberate collusion,” set the decrees aside, and said the old 
two chots from the robber’s revol-| ,,arital ties were again binding. The tangled couples are shown above, left to right: ROY HART, 
ver lodged in the doorway of a liv-; wRS|) MEDA OLIVER HART, MRS. CRYSTAL HART OLIVER, and LOUIS E. OLIVER. 


ing room adjoining the grocery at | 


817 South Tenth. street. 

The grocer, who was being held 
up when his wife appeared in the. 
living room door, was not seriously | 
injured, a bullet passing through | 
the back of his shoulders. 
taken to St. Mary’s Hospital. | 

The Negroes entered the store, 


He was B 
' trusts issuea in the following tab 


_ 


Investment Trusts 


y the Associated Press. 
NEW YORK, Sept. 22. — Il 


nvestment | 


le are nol 


traded in on any organized exchange and 


so no sales recoras are available. 
particular | 


about 7 o'clock, one of them asking! represent the prices at which a 
dealer is willing to trade in the security: 


for candy. As Meyer, who is 42, | 


bent over a low showcase to get it, | 
one of the Negroes, without speak-| COrPOTAS rust ACAD ce eo 
ing, ran around the end of the) Corporate ; 


counter and pointed a revolver at. 
him. | 
Mrs. Meyer’s Story. 

“Just then I looked initio the’ 
room,” Mrs. Meyer told a Post-Dis-_ 
patch reporter, “and saw my hus-| 
band, who appeared startled, start) 
to run, the Negro following him. | 
Mv husband dodged behind the} 
meat counter in the back of the | 
store, the robber right behind him. 
Then he started for the front door 
and just as he did so the Negro shot | 
at him, but he ran through the. 
door.” 

Mrs. Meyer got her pistol from 
a sideboard in the living room, al-, 
though she said she didn’t remem-— 
ber getting it, but “all of a sudden 
I had that automatic in my hand.” 

Just as she appeared with the 
pistol the Negro saw her, and fired | 
twice at her, the bullets hitting the: 
sides of the doorway into the living! 
room. | 

Fires Back at Robber. | 

“T fired right back at him,” the. 
grocer’s wife related, “as he dodged | 
about, trying to get out of the store. 
Finally, he ran out, followed by the, 
other Negro who had been standing 
there all the time in a sort of, 
trance. I took a last shot out of | 
the window at them as they ran 
south on Tenth street.” 

In the meantime, the grocer, who) 
had called warningly to his wife as 
he ran from the store, had gone to 
the home of Patrolman Val Mc- 
Carey, two doors north of the store, 
but the patrolman was on duty, his 
family notifying police headquar- 
ters. 

It was not until Meyer returned 
to the store that he discovered he 
had been shot. Had the Negro in- 
formed him it was a hold-up, he 
said, he would have surrendered the 
contents of the till, amounting to 


$5. 


; 
; 
; 


— 


The armed robber was described| STAPLE. Year ago. Friday. 
X ; Sk (ib) ..+sd. nese s Gees $1.18 
as heavy-set, light complexion, wore aa a shegae* ‘0503 | 
light trousers, a tan jacket, tan! Hides (ib) yeteteeees “4115 0737n 
shoes, soft hat. His companion was| Rubber (ib) ..,..... 0738 1538 
Wh (b ee 866 : 
slim and dark, wore a dark sack | Goo \bu “ane — ? sheet ara 
suit. I ED i one 5.45 7.20 
_.. @. 5 BAe Sa 3937 4937 
Steel scrap (ton) .....11.125 9.50 
Three Held Up in Cigar Store, | the: gage dll pease no 
Robbed of $132. Land Gb) potseeeses oea6 .035 
De ew we 13 
The Forest Park Smoke Shop, 10 Wel (>... an ae 
North Euclid avenue, was held up | Coffee (ip) .2205270.. 085 1087 
at Dp. m. yesterday by two men a 0362 .0287 
armed with revolvers, who fled (Copyright, 1934.) 


with $132. The robbers took $85 
from Charles Von Cloedt, the pro- 
prietor, a purse containing $35 from 
a customer Miss Dixie Doris, 4395 
West Pine boulevard, and $12 from 
Charles Newbury, a clerk. The/ 
robbers locked their victims in the 
basement and filed. 

Julius Brooks, chauffeur for the 
Moll Grocery Co., was held up in an 
alley back of 2701 Locust boule- 
vard at 5:50 p. m. by a Negro, who 
fled with a bag containing $33. 

Chester B. Franz, head of the 
Franz Poultry Co., 521 North Sec- 
ond street, and three employes were 
robbed at 5:30 p. m. by two men 
who threatened Fred Wiedeman, a 
bookkeeper, when he tried to dodge 
behind a stove. The robbers took 
a cash box containing $20. 

Charlies Marcamier, ticket agent 
at a bus station at 10 North Eight- 
eenth street, was robbed of $5 by 
a man with a revolver, who forced 
Marcamier into a washroom. 


PUPILS STONE TEACHER'S HOME 


Charge Headmaster Failed to Keep 


Promises at Brockton, Mass. 
By the Associated Press. 


BROCKTON, Mass., Sept. 


22.— 


Some 300 Brockton High School 
students bombarded with bricks the 


students held a mass meeting at 
Legion Parkway, where 3400 gath- 
ered to discuss their “grievances.” 
They decided to form a committee 


ef six to confer with the h mas- 
ter Monday. on 


Agriculture. )— 
ket for domestic wool durin 
week was almost at a standstill 
outie and tae 
an small amount of orders for 
received by milis in ope ation. Most 
of the extremely limited trading was on 
wollg suitable for woolen manufacture and 
— in these transactions were irregular. 
grown wools were 
unchanged. 
easier because of the continued inactivity 
and uncertainty of the 


They 


Commodity Index 


NEW YORK, Sept. 22.—Owing to the 


Saturday closing of many of the 


commod- 


I'\y markets, the commodity price level is 


not compiled by Moody's Service 


Saturday. 


The following are Friday's figures: 
NEW YORK, Sept. 22.-—Foilowing is the 


staples, the commodities 
among the most representative of 


large groups, foods, textiles and metals: 


Friday, 151.3 per cent. 
Thursday, 151.1 per cent. 


Week ago Friday, 150.8 per cent. 
Year ago Friday, 133.1 per cent. 


High, 1934, 156.2 per cent. 
Low, 1934, 126 per cent. 
High, 1933, 148.9 per cent. 
*April, 1933, 82.5 per cent. 
Low, 1933, 78.7 per cent. 
High, 1932, 103.9 per cent. 
Low, 1932, 103.9 per cent. 
*Day before 
payments. 
Index composed of closing p 


31. 1931, equals 100; 1926 average equals 


282.5. 
Component prices of the above 
table follow: 


President suspended goid 


| Moody's index of the price ggerwrintl 14 raw | 1933 period aided by the special promotions 


being 
the three 


rice Dec. 


composite 


NEW YORK PRODUCE EXCHANGE 


NEW YORK, Sept. 22.—-Following is a 
list of transactions on the New York Prod- 


uce Exchange today. Stock sale 
; bond sales in full: 


00 omit- 


Security. Sales. High. Low. Close. Ch'ge. 
aa wep. i 3% 3% s%— %& 
Br&éDist vtc. 1 5% 5g % . ; 
"Carn Metais 2 1.00 1.00 1.00 *.10 
“Como Mns. 34 214 2 2% - Ig 
“Cor Gold n 13 2.00 1.98 2.00, . 
"Croft Brew. 11 Ws 1% 2 “Ear 
Eliz Brew . 1 34 34 34 * 04 
"Fada Radio 1 15 15 18 *.03 
“O'Sullivan R 2 7 6% vi is ea 
Param Pub. 6 4 4% 4% * iy 
*Polymet .. & 1% 1% I’. ‘wa 
*“Rys new .. & 1% 1% I1%y-— Is 
Richfid Ott . 1 .19 .19 AO icone 
"Tex G Prod 3 43% 414 S% we 6ée 
Unit Cig Str 45 .30 . 24 + per 

oP. Oe .sc4. 8 260%. 10 10% *1l 
Willys Overl 25 »ke .10 .10 —-.02 


m 9.1 43 43 43 


* Listed. 


FEDERAL LAND BANK BONDS 


NEW YORK, Sept. 22.—-Over-the-counttr 
market quotations on Federal Land Bank 
bonds were as follows: 


SECURITY. 


| Bid. |Asked. 


Ss May & Nov. 1941-31. .../10014|1001%4 
ceeepcees| 97 98 
so ebemenl 107 98 
4%s J &J 1963-33... « » ows 97 98 


4s Jan 1956-36. 
4142s Jan 1955-35. . 


4¥gs Jan 1943-33 ........| 9814) 99% 
4\gs May 1942-32 ..-ceee.| 98 99 

4\%s Nov 1958-38 ereeegee 96 My, 97% 
4%\%s May 1957-37 ta taene et 96% 9714 
4\%s Jan 1957-37 e+e Cone 8 0 96% 97% 
a x July 1956-36 eee@@eee 96% 97% 


4s Nov 1957-37 Leones eee et 95 


4s July 1946-44 ..... 


_— = 
—_— 


Boston Wool Market. 
BOSTON, Se 22 (U. S&S. De 
usiness 


the continued influence 


tations 


Fleece wools were 


demand outlook, 


nt of 
the past 
as @ re- 
of the 


inclined 


|than a week 


| 


; 


Dun & Bradstreet, Inc., Weekly 


Tabloid Review of Business 


| By the Associated Press. 

NEW YORK, Sept. 22.—Tabloid review 
of business reported by Dun & Bradstreet, 
| Inc., in the four divisions of wholesale and 


SECURITY. | Bid. |Asked. |; jobbing, retail trade, manufacturing and 
eC ee eé esc . | ae | industry, and collections this week, com- 
i ee pared with the corresponding period last 
Trust A A mod, 2.02 2.15 year. Active (A); fair (F) means equal 
Corporate Trust accum ser . GS 3 | Ea | to; good (G) above; quiet (Q); slow (8S) 
Corporate Tr accum ser mod 2.02! 2.15 | beiow last year. 
Cumulative Trust Shares ..., 3.53 ..... Whol. Ret. Mfg. Col. 
Diversified Trust B ....... ty, eee | Ot. FES bc coke vice Q G + F 
eee eee sw] Bw OO) S. OU 7 Baltimore . .ccecccs G G F G 
Diversified Trust D ....... i 4% ee ie ee ces G G F G 
Dividend Shares .. ....... 1.24] 2.20 ( Cloveteme 2. cccccccca G G gs Cc 
or see meres ........| 2.50) 2.80 | Detrokt .. .cscieccee G G S G 
Fundamental Trust Shares 3% 4\% !Indianapolis . ,,... G G F ¥F 
Fundamental Trust Shares B. 3% ..... /|Kansas City ...,... G F S} 
| Incorporate Investors ...... 15.5116.67 | Louisville . ....... G G F F 
Massachusetts Inv ........17.60:19.13 | Pittsburgh . ....... Q - Ss S| 
North Am Trust Shares Selves os PD ts 6 Gee es wade Q A G 
North Am Trust Share« 1955; 2.12..... ef. |, ames Q Q 8 
North Am Trust Shares 1956 2.09... > 
North Am Trust Shares 1958 2.15) 2.40 Comment on Business. 
Quarterly Income Shares . |: 1.18; 1.29 ST. LOUIS.—-Loca! retail trade increased 
Represeniative Trust Shares. 7.40' 8.15 by special selling events which carried to- | 
Selected Am Shares .....,.. 2.27 ..... ital above previous week’s and in excess | 
Selected Am Shares inc .... 1.00' 1.09 of last year’s. Repeat orders for early 
Selected Income Shares .. 3.14 ..... | fail merchandise helping to lift wholesale 
State Street Investment ,... 59.83 64.71 ‘volume, which stil is under that of 1933. 
pauper Of Am sees A ......' 2.70)...-. Industrial operations have not 
eee on mee are Ai A ...! 1.98). 20 ‘to fail upturn as yet. Low stocks and in- 
Super \of Am Trust B.....!-2.86!. . |creased orders responsibie for some accel- 
Super of Am Trust B B .,,, 1.98'...,., ‘eration in shoe manufacturing. Carioad- 
meeer Of Awe arust C ..ce-: 5'..... | ings down for the week, but still above last 
or oo oe weer 2... 8. O1i...2: year’s. Bank clearings 3.9 per cent above 
Supervised Shares ......... 1.14: 1.25 11933 total. 
Trustee Stand Inv C ....... Teese BALTIMORE -— Retail sales continued 
Trustee Stand Inv D ...... 1.90'..,.. {to show an increase over the like 1933 
Trustee Stand Oj! A ....,. 5% . | period with foodstuffs piaying an important 
Trustee St Oil Shares B ... 4.61...... | part in the present volume. Wholesale or- 
ae oe re er 2 Mk te tac gee: 1M) 11 {ders more numerous, with textile situation 
ie Ge we eS | a re . 56 .64 | responsible for pressure exerted to obtain 
U @ 8 eA PB ..i. ; 1.64 1.74 , shipments in advance of schedule for dry 
~ > ———- goods and yarn goods as weil as manufac- 


| tured garments. Shoe orders rose abruptly 
| during week. Industrial operations slightly 
|higher, despite labor disturbances. Em- 
| ployment holding at a previous good level. 
CHICAGO—General volume of business 
5 to 10 per cent larger than & year ago. 
Wholesale markets more active; the number 
of buyers increased over last week's total, 
and orders were particularly heavy from 
retailers in agricultural districts. Sales by. 
chains and mail order 5 per cent larger 
ago. Retail sales averaged | 
10 per cent higher than in corresponding 


i cerles, 


| eae oat 4 ahead of last year’s; smaller 


stores not doing quite so well. 


INDIANAPOLIS.—-Warm weather of. the 
the gain recorded for 


' past week halted 
' yetail sales since the first of the month, 
but volume for the first haif of September 
| still is in excess of that for the compara- 
| tive 1933 period. 
|ders general, with distribution of radios 
| well to the fore. Applications increasing 
| for loans under the National Housing Act. 
| Manufacturing sales and production reveal 
little improvement. General crop condi- 
tions better than a week ago because of 
heavy rains. 


: ST.LOUIS POST-DISPATCH 
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WIDOW OF MAN SLAIN 


of Four Weeks, to be In- 
terrogated Further. 


———————— 


IN COUNTY QUESTIONED 


Mrs. Anton Kuliniewicz, Bride 


Investigating the murder of Anton 


STATE'S TAX CLAIMS. 
NOT PRIOR 10 City’ 


Bankruptcy _ Referee 
Gives Decision in Case of 
Defunct Oil Concern. 


coanepeseieemal 


INQUIRY IN EXPLOSION, | vacrn oF ra 
FRE IN VACANT FLAT 


$2500 Damage by Blast and 
Blaze in Building at 
2620-22 Elliot. 


Police are investigating an ex- 
plosion in the upper part of a four- 


Hope 


Tax claims of the State of Mis 
souri against the bankrupt Lage. 


Gains in wholesale or- | 


P. Kuliniewicz, slain last Saturday 


sheriffs last night questioned his 
widow in Granite City for three 
hours, and ordered her held for 
further interrogation today. 

Kuliniewicz, a Granite City steel 
worker, was found in his automobile 
on Florissant road a half mile south 
of Ferguson. He had been shot in 
the heart. His widow, whom he 
had married only four weeks before, 
told deputies she had last seen him 
the preceding Friday evening when 
he let her out of his car at Four- 
teenth and Benton streets to do 
some shopping. 

Questioning of Mrs. Kuliniewicz 
was conducted last night by Deputy 
Sheriff Harry Odum of Madison 
County, and two deputies of St. 
Louis County. Mrs. Kuliniewicz re- 
peated her statement in detail, de- 
puties said, telling how she waited 
all night at the home of her par- 
ents, 1600 Knapp street, for her 
husband to call and take her back 
to their home in Granite City. 

Deputies said they had learned 
Kuliniewicz had about $3000 life 
insurance, payable to his widow. 
They are attempting to find a .38 
caliber revolver, said to have been 
owned by Kuliniewicz, but were un- 
able to find it in a search of the 
house. Mrs. Kuliniewicz told them 
that if her husband owned such a 
revolver she did not know of' it. 


FEDERAL AGENT FATALLY SHOT 
IN WISCONSIN LIQUOR RAID 


Youth, Said to Have Fired After 
Officers Identified Them- 
selves, Is Held, 

By the Associated Press, 
KENOSHA, Wis., Sept. 22.—Matt 
‘Schumacher, 33 years old, an agent 


| KANSAS CITY.—Generally better mois-!of the State Treasury Department, 


| ture conditions and cooler weather through- 
out the trade territory together with better 
cotton prospects in Oklahoma helped to 
swell the volume of wholesale business: 
| September trade expected to exceed that 
/ Of a year ago. Steady improvement re- 
| ported in retail sales of dry goods, gro- 
drugs, hardware and wearing ap- 
| pare). Jewelry and furniture moving at 
| a better rate. Funds recéived from the 
=H. O. L. C. going largely into roofing ma- 
terials. Sales of automobiles on the in- 
. crease. Slight pick-up in employment. 

LOUISVILLE.——-Broadening of consumer 


responded | buying reflected in steady gains in whole- 
| 


sale and reta# trade. Rising commodity 
prices and Federai relief programs helped 
conditions in rural district. Many farmers 
withholding products from market, antici- 
pating higher prices. Wholesale orders 
gaining with much pressure noted for im- 
mediate delivery of dry goods and wearing 
appare]. Improvement in coal trade con- 
fined principally to domestic division; yard 
stocks low. Inquiries for industrial loans 
moderate. 

PITTSBURGH.— Volume of trade in most 
retail lines lower than a year ago despite 
the higher prices. Increase in orders for 
dry goods and wearing apparel failed to 
lift total above last year’s level: orders 
for shoes light; some increase in commit- 
ments for hardware, jewelry and toys. Av- 
erage of industrial operations below 1933 
figure due principally to lack of activity 
in steel industry. Fuller employment re- 
ported for aluminum industry following 
strike. Output of window giass increasing 
slightiy. but still under a year ago; mis- 
cellaneous lines of glass products moving 
slowly. 

TOLEDO.— Department store sales 
dropped 5.1 per cent for week and fell 6.5 


New automo- 
Steel output 
Hide 


for ‘‘home-coming’’ week. 
bile sales sliding off rapidly. 
reduced. Livestock prices firmer. 
prices slightly higher. 
CLEVELAND—Foliowing the recession 
during August, retail sales thus far in Sep- 
tember ranged from 10 to 20 per cent high- 
er than a year ago. Wholesale markets be- 
coming increasingly active with strong sup- 
port provided by orders from farming sec- 
tions. Industrial operations continued at a 
low level, despite some increase in stee! out- 
put over last week; prospects for an early. 
upturn more favorable than at beginning of: 
month. Bituminous loadings into vessels 
smaliest since May. 
DETROIT—General industry continued to 
mark time, concentrating in the leading 
product of the state, that is, upon changes 
planned for next year’s automobiles. Cur- 
rent sales of motor cars and trucKs reveals 
a fairly strong market, averaging around 
$20,000,000 monthly. Steel production con- 
tinued at low ebb of past two months de- 
spite increase of 1.5 per cent for week. 
Department and chain stores sales, which | 
constitute 50 per cent of the total, running 


per cent below 1933 total. Wholesale or- 
ders for shoes declined somewhat, but vol- 
ume for year to date is 15 to 20 per cent 
ahead of the 1933 showing. Wholesale or- 
‘ders for dry goods also declined, but last 
years’ level was exceeded. Industrial op- 
erations holding steady despite seasonal de- 
cline in safety giass business. Both sales 
and production in container glass line bet- 
ter than in 1933. Employment and bank 
debits still gaining. 

YOUNGSTOWN .-—While there has been 
@ slight increase in movement of merchan- 
dise in retail channels and wholesale orders 
were somewhat larger for the week, in 
neither division was the volume of 1933 
equaled. Fall business being retarded by 
lack of gain in employment in the steel 
mills. Steel operations for week average 
28 per cent of capacity, as compared with 
26 per cent a week ago, with most of the 
inquiries coming from the construction in- 
dustry, which is buying for Government- 
financed projects. 

Note: Summary made up of reports cov- 
ering period inclusive of Monday of week 
of issuance. 


—_— 
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AR LOADINGS ARE LARGELY 
ABOVE “LABOR-DAY” WEEK 


By the Associated Press. 

WASHINGTON, Sept. 22.—-The American 
Railway Association announced that load- 
ings of revenue freight for the week ended 
Sept. 15 were 645,986 cars, an increase 
of 83,256 above the preceding week but 
14,100 under the corresponding week in 
1933 and an increase of 58,740 above 


1932. 
The heavy increase for the week was at- 


tributed largely to the fact that the Labor 
day holiday occurred during the week end- 
ed Sept. 8, causing a decrease during that 
period. 

Miscelianeous freight loaded during the 
week ended Sept. 15 totaled 238,629 cars, 
an increase of 33,089 above the preceding 
week, 4697 above 1933 and 20,794 above 
1932. 

Less than carlot merchandise amounted 
to 163,916 cars, an increase of 22.543 
above the preceding week, a decrease of 
8868 below 1933, and a decrease of 13,- 
032 below 1932. 

Grain and grain producte totaled 37,765 
cars, an increase of 5852 above the pre- 
ceding week, 6211 above 1933 and 1875 
above 1932. In the Western district load- 
ings of grain and grain products totaled 
25.375, an increase of 4744 above the 
same week in 1933. 

Forest products totaled 22,606 cars, an 
increase of 3182 above the preceding week 
but a decrease of 3031 below tne same 
week in 1933. It was, however, an in- 
crease of 4556 above the same week in 
1932. 

Qre amounted to 25,604 cars, an increase 
of 2349 above the preceding week but a 
decrease of 17,303 veiow the corresponding 
week in 1933. It was an increase of 19,- 
046 above the corresponding week in 1932. 

Coal loaded totaled 117,050 cars, an in- 
crease of 16,781 above the preceding week, 
a decrease of 9505 below 1933 and an in- 
crease of 10.258 above 1932. 

Coke amounted to 5235 cars, an increase 
of 126 above the preceding week, but a de- 
crease of 1399 below 1933 and an increase 
of 1781 above 1932. 

Livestock loading amounted to 35,168 
cars, a decrease of 666 below the preceding 
week, but an increase of 15,09 above 
1933 and 13,642 above 1932. Im the 
Western district livestock loadin totaled 
— cars, an increase of 14,792 above 


NEW YORK RUBBER MARKET 


NEW YORK, Sept. 22.—Crude rubber 
futures opened steady, 1 to 6 lower. Sept. 
eg ne ay 15.40b; Dec., 15.65-68; 


— ee 


15.33b; October, 


15.64b; 
15.75n. — 
oked ribbed spot closed 15.38n. 
z 
ey. 


—-. 


n~ 


statement of the New York Clearing House 
shows: Total surplus ani undivided profits, 
$723,312,200 (unchanged); total net de- 
mand deposits (average) $28,957,000 (de- 
crease); time deposits (average) $451,000 


WEEKLY WOOL SUMMARY — 


BOSTON, Sept. 22. -- The Commercial 
Bulletin says: 

Business in wooi has been well nigh the 
vanishing point during the past week. 
Prices have shown little change but the 
market, of course, has not been strong. 
With the possibility of an early ending of 
the textile strike, however, the trade is 
a bit more hopeful. 

“The foreign marksts have been fairly 
steady on the whole during the week, Lon- 
don being evidently about on parity with 
Australia. Withdrawals in the various 
sales have been fairly considerable. 

“There is little change in the piecegoods 
markets. Some minor government con- 
tracts are relieving an otherwise drab sit- 
uation. 

“Small lots of wool continue to dribble 
eastward from the west each week. 

“Mohair is dull and prices hardly more 
than nominal.”’ 

The Bulletin publishes the 
quotations: 

Domestic: Ohio and Pennsylvania fleeces 
——-Delaine unwashed, 29@30c; %4 blood 
combing, 30@31c; % blood combing, 30@ 
31c; % blood combing, 28@29c. Michi- 
gan and New York fileeces—-Delaine un- 
washed, 26@28c; % bidod combing, 27@ 
29c; % blood combing, 30@31ic; % blood 
combing, 28 @29c. Wiscansin, Missouri 
and average Indiana and New England— 
% blood combing, 26 @27c; % blood comb- 
ing, 29@30c; %& blood combing, 27 @ 28c. 

Scoured basis: Texas—Fine 12 months 
(selected), 73@75c; fine short 12 months, 
70@72c; fine 8 months, 66@68c; fall, 
58@60c. California—Northern, 63 @65c; 
middling country, 60@62c; southern, 60@ 
62c; fine scoured, 60@62c; carbonized 
labms, 59@6ic. Oregon—Fine and F, M. 
staple, 72@74c; fine ahd F. M. Fr. comb- 
ing, 70@72c; fine and F. M. clothing, 
62 @ 65c. 


Territory, scoured basis: Montana and 
similar—-Fine staple, choice, 75@77c: % 
blood combing, 72@75c; % blood combing, 
66@67c; % blood combing, 60@62c. 


following 


was shot and killed early today 
during a liquor raid here. The 
shooting occurred at the home of 
Charles Melli, 20, who was arrested 
immediately. Schumacher’s fellow 
agents said he did the shooting. 

Melli’s brother, Anthony, 19, also 
was detained, together with his 
mother and sister. 

John M. Roach, chief investiga- 
tor, said he led 11 agents to the 
Melli home on information illicit 
liquor was stored there. He told 
of pounding and shouting that of- 


| ficers were raiding the place. 


| Charles Melli 


appeared at the 
back door, Roach said, and fired 
on Schumacher with a revolver. 
One bullet struck the agent in the 
heart. Schumacher died in the Ke 
nosha Hospital 45 minutes later. 


JAPANESE SAID TO HOLD MOST 


morning in St. Louis County, deputy 


| 


| 


| 


family dewlling at 2620-22 Eliot 


started a fire and caused damage 
estimated at $2500. 


tic of No. 2622A, the only vacant 
flat in the building. 


over this flat were blown off and 
a small upper section of the brick 
wall knocked out, The resulting 
blaze was largely confined to this 
section of the structure. 

Causes of the explosion was not 


lon cans were found in the attic; 
what they had contained was not 
apparent. Giacomo Caracci, 
North Eighteenth, owner of No. 
2622 and the flat above it, said 
he had not been in the upper apart- 
ment for a month and that if the 
cans were there then they must 
have been hidden under rubbish. 
Mrs. George Weber, 2538 St. Louis 
avenue, the last tenant of No. 


ago, said she did not leave the cans 
behind. 

Mrs. Angelo Lacata of No. 2622, 
was home, but said she did not 
hear| the explosion. Her attention 
was @ttracted by bricks falling 
past the windows and she ran out. 

Rudy Haenel of Pasadena Hills 
owns No. 2620, occupied by Henry 
Fehring on the lower floor, and An- 
thony Ils on the upper. Police 
and firemen estimated the damage 
as $2000 to Caracci’s section of the 
building, $150 to the Lacata fur- 
nishings and $350 to the house and 
contents of No. 2620. 


HORSE CARS BUT NO HORSES 


By the Associated Press. 

TOPEKA, Kan. —.Persons who 
travel to the Kansas Free Fair on 
street cars ride on the old horse 
cars in use in Topeka in the ‘'80s, 
although the cars now are fur- 
nished with a more modern 
source of power. 

Each year the street railway com- 
pany, faced by a rush of travel that 
lasts for only a week, house out its 
old horse car equipment. The aged 
cars are hooked onto the more mod- 


air type, with no sides. 


ern electric cars as trailers. De- 
spite their age, they prove an at- 
traction, many of the riders pass- 


ing up the newer trams to ride on 


the rolling stock of 50 years ago. 
The old horse cars are of the open 
The con- 


‘ductor clings to a running board 


‘along the outer edge 
while collecting fares. 


oo Ee 


OF BEST LAND ON MINDANAO 


| Philippine Constitutional Assembly 
Is Urged to Limit Leases 


to Five Years. 


| By the Associated Press. 


MANILA, P. I., Sept. 22.—Charges | 
that Japanese control 90 per cent of 
the agricultural land in Davao, 
richest province of the Island of 
Mindanao, were voiced at the Phil- 
ippines Constitutional Assembly to- 
day. 

Delegates urged a proposal to 
limit leases to five years, saying 
Japanese held control in the pro- 
vince through long time contracts 

Pantaleon Pelayo, delegate from 
Davao to the convention whici is 
drawing up a constitution for the 
forthcoming insular commonwealti 
government, asserted members of 


the Legislature, Constabulary offi- 


involved in a profitable system of | 
leases as Japanese delegates. 

Pelayo said the leases were cam- 
ouflaged by various devices, 
said Filipinos acquire public land | 
and make overtures to the Jaztan- 


of the profits. 


LEGION BE MADE PERMANENT 


Archbishop McNicholas of Cincin- 


' 


Possibilities for Good. 
By the Associated Press. 


CINCINNATI, Sept. 22.—Arch-. 
night urged the nation to 
the Catholic “Legion of Decency” a 
“permanent institution to main- | 
tain an intelligent interest in the | 
cinema, to encourage and to elicit | 
candid critcism ,and to make the. 
people more discriminating in their | 
tastes.” | 

“The first objective of the Le- | 
gion of Decency has been gained— | 
the arousing of public opinion,” he 
said in a radio address, “The next 
obvious duty of the legion is to 
sustain public opinion. Now that 
the whole country has become mo- 
tion-picture conscious, it is most 


and | 
ese for the sake of a percentage | 


PRELATE URGES DECENT MOVIE | 
nati Says Cinema Has Vast. | 


bishop John T. McNicholas last | 
make | 


cers and Government officials were |} 


important that every community 
and every group. should recognize 
the vast possibilities for good in 


Puiled—Delaine, 80@85c; AA, 76@80c: 
fine A supers, 70@75c; A supers, 62@ 
a B supers, 55@60c; C supers, 50@ 


Mohair: Domestic, good original bag, 
Texas spring, 45@48c; Texas kid, 55 @58&c: 
Arizona and New Mexican, 38@40c; Ore- 
gon, 40@43c. Domestic graded: First 
combing, 60@62c; second combing, 30@ 
55¢; third combing, 45@50c; fourth comb- 
ing, 40@45c; good carding, 40 @45c; first 

d, ; = 65@68c. Cape 
° nominal, | nit ge a abee 

; er 
2c; bes oir Turkey good, 
nat Be fair, 15@16c; nominal 
(foreign prices in nd 
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Bank Statement. 
Sept. 22.—The weekly 


(decrease). Clearings, week ended today, 


the cinema and should resolutely 
refuse to tolerate pictures that are | 
debasing.” 
TRUMAN CAMPAIGN PLANS 
KANSAS CITY, Sept. 22—Judge 
Harry S. Truman, Democratic can- 
didate for the United States Senate, 
will open his campaign Oct. 1 either 
in Flat River or Desloge, in south- 
eastern Missouri, it was anounced 
here today (by James P. Aylward, 
chairman of the Democratic State 
Committee. 
It no-v appears most likely that 
Jefferson City will be the choice 
for the new Democratic State head- 
quarters, which now is in Columbia 


$3,006,026,104; clearings week ended Sept 
15, $3,110/118,222 “ie 


’ 


it was reported. 


of the car 


avenue yesterday afternoon which 
The explosion occurred in the at- | 


The sloping 
roof and a «ection of level roof 


determined. Four empty five-gal- 


921 


2622A, who moved three months 


priority over tax claims filed »y th, 
city, Referee in Bankruptcy John 
A. Hope held yesterday. 

The question arose several month, 
ago in Bankruptcy Court when the 


857 with which to pay preferre4 tax 
claims of the city and State amoupy. 


asked the referee to direct the trys. 
tee to pay its claim of $8580 in fyy 
before paying a dividend on the 
| | City’s tax claim of $9026. Rofere, 
Hope denied the motion anj the 
| | State asked for a review of the or- 
der by Federal Judge Davis 

The State based its CONTE Ation 
for priority on its statutes which 
provide that when insolvent persons 
are indebted to the State, the cebts 
due the State shall first be sati:«tieg 
even when an act of bankruptcy has 
been committed. 

In denying the State’s claim fg, 
priority, Referee Hope held that the 
Bankruptcy Act provides that ajj 
taxes, whether Federal, State 
county or municipal, are definitely 
placed on the same plane and jn 
the same class without distinction 
or priority. It is reasonable to gs. 
sume, he stated, that Congress, by 


CHARLES BUXELL 


s 


BOY WHO FELL OFF CRANE 
AT STEEL PLANT DIES 


Charles Buxell, 16, Succumbs to 
Pneumvnia Resulting From 
Injuries Suffered Sept. 3. 


Charles Buxell, 16-year-old stu-|SSigning all taxes to a definite 
: .. ._|Class of priority, intended that there 
dent, died last midnight at City | should be no discrimination. 


In referring to the conflict of the 


Hospital of pneumonia resulting 


from injuries suffered Sept. 3 when | State and Federal laws in this mat- 


though the laws of a State giving 
priority to certain debts have been 
introduced into the scheme of the 
present Bankruptcy Act, in thas 
instances in which the laws are ip 
absolute conflict, the Bankruptcy 
Act would control. 

The Laessig’s Oil Company was 
adjudicated bankrupt in February, 
1933, showing liabilities of $175.233 
and assets of $112,249. After the 
assets had been liquidated and ex- 
penses of administration and pre. 
ferred wage claims had been paid, 
only $11,857 remained to satisfy the 
City and State tax claims. 


which he was playing at the Snef- 
field Steel Corporation, 6700 Man- 
chester avenue. 

Five youths entered the plant, 
closed for Labor day, and took 
turns running the electrically op- 
erated crane and riding on the 
hoisting block. RBuxell was cliing- 
ing to the block 30 feet above -he 
foundry floor when a cable snappec 
and he dropped. He suffered inju- 
ries of the skull and chest and in- 
ternal hurts. 

The youth was the son of Mrs 
Katherine Buxell, a widow, (142 
Wilson avenue. 


Income Tax Lien Filed. 
By the Associated Press. 


By the Associated Press. 


LOS ANGELES, Cal., Sept. 22.— VANDALIA, IIl., Sept. 22— 
Income tax liens have been filed | Three Vandalia men are _ being 
here against William J. Cagney,;treated for burns, injuries and 
movie actor, accused of owing an/| shock suffered when struck by 


additional $71 for 1933; Nacio Herb 
Brown, song writer, charged with 
owing $70 more for 1931, and Jack 
Kearns, prize fight manager, ac- 
cused with owing $85 more on his 


lightning. William Miller, Gordon 
Jones and Harold Zimmer were 
working on a relief project when 
an electric storm started.  Thev 
were struck after taking shelter 


1928 earnings. } under a tree. 


CR LS. SNR Re 
HOW THE FEDERAL AGENTS 


ning tomorrow. 


J. Edgar Hoover, 


A series of stirring true de- 
tective stories will be pub- 
lished in the Post-Dispatch 
Sunday Magazine begin- 


Based on official records 
and information given by 


In the Sunday Magazine of the 


POST-DISPATCH 


: BEGINNING TOMORROW 


of the Division of Investiga- 
tion, this series deals with 
some of the most thrilling 
exploits of the agents of the 
Department of Justice. 
You'll want to read every 
one of these true detective 
stories. 


Director 


sig’s Oil Products, Inc., former vaso 


line distributers here, do not nave 


trustee reported assets of only $1. } 


ing to more than $17,000. The State 


he fell from a traveling crane on'ter, Referee Hope held, that ai MM. “a2 


Three Struck by Lightning, ,~ 
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' you've read a lot la 
rane; how the clever you 
Detroit Tigers now and t 
tortured feelings and he 
always went about equi 
reading? Well, perhaps, 
of “bunk.” ie | 


Maybe 
does lea 
to the 
side in 
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; only nat 
= @ man 
= tering s 
=" his first 
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around t 
But, if 
' you'll ne 
. it and 1 
team fiv: 
half gan 
in the 
League 
COCHRANE. only il 
lay, Mickey is as calm 
“nainted ocean” one Coler 
wrote about. Moreover, 
that the Tigers are “in” | 
the pennant-race is concert 
rane has no hesitancy in 
ing his plans for the Wor 

Will Lead His Acs 
“Who's going to pitch 1 
e opening game of th 
hat’s easy, Rowe. I don’t 
he other manager picks. I 
bad bridge but it’s good ba 
ead your ace and that’s ' 
going to do. If the Gia 
they'll use Hubbell, won't 
he Cardinals should nose tl 
ut, they’ll use Dizzy Dean, 
hey? That’s sound judg 
we'll use Rowe. Why, if 
any but our best against tl 
we'd be in the position of ¢ 
hat game and the Tigel 
onceding anybody anythi 

“And,” he continued, “the 
as well know the make-uj 
rest of the team, too. The 
‘ill have Goslin in feft, ¥ 
enter and Fox in right an 
all the catching. Of course 
erg, Gehringer, Rogell an 
will compose the infield. TI 
ub that won the pennant 
wy are good enough to ¢ 
hey’re good enough to win | 
Series. Fox is a left-hande 
as is Goslin but theyll be 
against any old kind of op 
pitching.” : 
“Are any of the players ne 
he was asked. | 
“If they are, I haven't not 
he answered. “I can't see 
Gehringer upset if he was 8 

the middle of a Europe 
An you?” 

Four Have Played in Title 
“And- the others,” he W 
‘are just the same. It is @ 
our of us—Goslin, Crowds 
berry and myself—have pl 
big series and some may” 
niants (if they win) an ® 
ause of their greater s€ 


Continued on Next Pa 
a —— 


60 
eens 
A 


| 


e Man Who Made G 
IZZY DEAN, boastil} 
Brother Paul would, 


laugh from the ‘oll 
Was just a little better” 
and rookie of 20 just up 
ho two seasoned stars Wi 
followers, 


“Just Dizzy popping off) 
*xplained an official of tm 
“But he might make gf 
that.” ‘ 
Yesterday Dizzy came — 
‘ith his twenty-seventh ~ 
‘hile Paul, in achievil 
eighteenth success, hurig 
only no-hit game record 
major leagues in three” 
That totals the 45 victo 
‘sed by Brother Diz. 
Usually boasters don’t” 
the goods. But the Deans 
to that rare breed whit 
boast and still make goe 5 
[In fact, it is highly # 
mow that the youths will] 
*ven better than they par 
1 ey should win four or M& 
Eames for the club, and 
® record that will go man 
before being approached 
Other brother pitching Pp 
Between them. they 
won more than half the ¥ 
of the Cardinal team th 
and that is something we 
*xpect to see duplicated) 
lifetime by brothers. ; 
me These young men are 
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For Our Next Flag Race 


1935 contract ought to 
sign. | 


of Dean and Dean on a 
a very 
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in the deuce of a fix. 


Mickey Mack Says: 


If Cochrane leads his “ace” in the 
world series, he may find himself 


ae 


PAUL DEAN FIRST ST 


Rowe to Pitch World Series Opener, Cochrane Says 


‘Don’t Care Who the 
Enemy Picks, I'll Lead 
My Ace”, Mickey Adds 


By James M. Gould. 
- read a lot lately about the nervousness of ‘‘Mickey’” Coch- 
, the clever young manager of the about-to-win-the-pennant 
‘ Tigers now and then took time out to weep a bit to relieve his 
ed feelings and how Coach Cy Perkins, one of his assistants, 


- went about equipped with 
-” Well, perhaps. But, asa 


Maybe Mickey 
does lean a little 
to the nervous 

me side in tempera- 
e?; ment but that’s 
.**% only natural when 
= @ Man sees glit- 
‘wé:, tering success in 
his first major re- 
“= sponsibility just 
around the corner. 

But, if he does, 
you'll never know 


a “crying towel.” Entertaining 
matter of fact, it is the “‘bunkiest’’ 


AMERICAN LEAGUE, 
Won, Lost. Pct. 
4 651 .648 


it and today, his|¢ 


f %S team five and one- 
~ half games ahead 

fa *&—.¥ in the American 
COCHRANE, League race and 
only nine more to 
Mickey 


‘painted ocean” one Coleridge once | cincinnati 


about. Moreover, figuring 

t the Tigers are “in” so far as 

e pennant-race is concerned, Coch- 

rane has no hesitancy in announc- 

ing his plans for the World Series. 
Will Lead His Ace. 

“Who's going to pitch for us in 


Phe opening game of the series? 


hat's easy, Rowe. I don’t care who 
the other manager picks. It may be 
had bridge but it’s good baseball to 
lead your ace and that’s what I’m 
going to do. If the Giants win, 
they || use. Hubbell, won’t they? If 
the Cardinals should nose the Giants 
cut. they'll use Dizzy Dean, wouldn’t 
That’s sound judgment; so 
use Rowe. Why, if we used 
ut our best against their best, 
ed be in the position of conceding 
. game and the Tigers aren’t 
onceding anybody anything.” 
“And,” he continued, “they might 
> well know the make-up of the 
f the team, too. The outfield 
will have Goslin in left, White in 
center and Fox in right and I'll do 
all the catching. Of course, Green- 
here, Gehringer, Rogell and Owen 
will compose the infield. That’s the 
sub that won the pennant and if 
they are good enough to do that, 
they're good enough to win a World 
Series. Fox is a left-handed hitter 
es is Goslin but they'll both play 
against any old kind of opposition 
pitching.” 
‘Are any of the players nervous?” 
he was asked. 

‘f they are, I haven’t noticed it,” 
he answered. “I can’t see Charley 
Gehringer upset if he was set down 
n the middle of a European war, 


‘our Have Played in Title Games. 
And the others,” he went on, 
are just the same, It is true only 
four of us—Goslin, Crowder, Mar- 
erry and myself—have played in 
big series and some may give the 
ints (if they win) an edge be- 
of their greater series ex- 
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Yesterday’s Results. 


NATIONAL LEAGUE. 
Cardinals 13-17-2, Brooklyn 0-3-2. Bat- 
teries—J. Dean and 
Clark, Carroll, d 
game—Cardinals 3-7-0, > 
Batteries—P. Dean and DeLancey; Benge 


and Lopet. 
New York 8-11-0, Bosten 1-9-3, Bat- 
teries—Fitzsimmons, Bowman and Man- 


cuso; Betts, Mangum, Smith and Hogan, 


Spohrer. 

Pittsburgh 9-17-1, Cineinnati 3-9-0, Bat- 
teriles—Lucas and Padden; Freitas, Rich- 
mond, Kolp, Barnes and Lombardi. Second 
game—Pittsburgh 16-20-0, Cincinnati 3- 
12-2, Batteries—Swift and Grace; John- 
son, Kietnhaus, Crissom, Edwards and 
Jensen, Lombardi. 

Philadelphia and Chicago, open date. 

AMERICAN LEAGUE, 

Detroit at St. Leuls, postponed; rain. 

Only game scheduled. 


Today’s Schedule. 


(All Games St. Louis ~—-me.) 
NATIONAL LEAGUE, 
New York at Boston, cloudy, 1:30 p. m. 
Philadelphia at Brooklyn, postponed; rain. 
Chicago at Pittsburgh, clear, (2), 11:45 
a. m. and 2 p. m. 
St. Leuls at Cincinnati, postponed; rain. 
Two games tomorrow. 
AMERICAN LEAGUE. 
Cleveland at Chicago, rain, 2 p. m. 
Detroit at St. Louis, cloudy, (2), 1:30 


and 3:30 p. m. 
Washington at Philadeiphia, postponed; 


rain. Twe games tomorrow, 
Boston at New York, postponed; rain, 
two games tomorrow. 


SARA GUTH TO PLAY 
IN WOMEN’S NATIONAL 
AMATEUR GOLF: MEET 


Sara Guth, 19-year-old women’s 
champion of the St. Louis district 
and undefeated in important golf 
tournament has entered the wom- 
en’s national amateur golf cham- 
pionship to be played at the White- 
marsh Valley Country Club at 
Chestnut Hill near Philadelphia. 
Play will start Oct. 1, with match 
play through Oct. 6. 

Miss Guth will depart today for 
Philadelphia to practice for the 
tournament. Mrs. Mahlon B. Wal- 
lace Jr. of the St. Louis Country 
Club, planned to enter the women’s 
national this year, but a fractured 
finger a few days has forced her 


to withdraw. 
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he Man Who Made Good. 
‘ZZY DEAN, boasting at the 


LYM NR 


start of the season that he and 


} ‘rother Paul would, win 45 games for the Cardinals drew a 


ugh from the fans. 


To envision a 23-year-old thrower who 


just a little better than a fifty-fifty pitcher the year before 
rookie of 20 just up from the minors performing a feat that 
‘wo seasoned stars would dare guarantee, was beyond baseball 


f Owers, 

‘ust Dizzy popping off again,” 

‘ined an official of the team. 
ne might make good at. 


Yesterday Dizzy came’ through 
his twenty-seventh victory, 
Paul, in achieving his 
‘eenth success, hurled the 
no-hit game recorded in the 
leagues in three years. 
' totals the 45 victories prom- 
by Brother Diz. 

\sually boasters don’t deliver 
coods. But the Deans belong 
‘hat rare breed which can 
‘ and still make good. 

fact, it is highly probably 

“ that the youths will perform 

better than they promised. 

“©’ should win four or five more 

‘ies for the club, and hang up 

‘ Tecord that will go many years 
‘re being approached by an- 

‘er brother pitching pair. 
“tween them they will have 
more than half the victories 

' the Cardinal team this season 
id that is something we do not 

"Sti to see duplicated in our 

‘Time by brothers. 


rhese young men are just at | 


the threshold of their major- 
league careers, and that makes 
their performance still more re- 
markable. Combined, they have a 
reasonable big-league expectancy 
of 20 or more years—and what 
that will mean to the Cardinals 
we leave you to guess, especially 
as it seems reasonable to believe 
they will improve. : 
7 * 


A Man’s Size Job. 


NE of the reaiiy tough assign- 

ments of the winter will be 
that of signing the Dean boys to 
next year’s useball contracts. 
Not only have their performances 
been of a character to entitle them 
to talk in big figures, but they 
have become nationally famous 
drawing cards. 

In New York, where capacity 
houses have been very rare this 
year, the Dean brothers drew 
more than 60,000 persons to their 
doubleheader. 

Pitchers seldom are paid really 
large salaries. The peak is around 
$30,000, and that sum has been 


Continued on Next Page. 


First of the 


Season—Normandy and Beaumont Battling 


at the Stadium 


a 


s 


Splashing around the watery field at Public Schools Stadium, Normandy high defeated Beaumont high in the first 


regular gridiron game of the local season, 7 to 0. Tracy, of Normandy, is shown with the ball, just before making a long run. 


Normandy Scores in Last 
Quarter to Gain 7-to 0 
Victory Over Beaumont 


down and plunged over with the 


By Harold Tuthill. 
Harold Tracy, Normandy High School halfback, scored a touch- 


extra point in the fourth quarter 


to enable the Vikings to defeat Beaumont, 7 to 0, in an inter-league 
high school football game on the very muddy Public 


Schools 


Stadium field, yesterday afternoon. 


The advance that moved the ball 
into position for Tracy to score, 
started in the third quarter. Tracy 
passed 15 yards to Sexton to put 
the ball on Beaumont’s 19-yard line 


play and then gained another three. 


the ball on Beaumont’s one-yard 
line. Tracy went off right tackle 
for the touchdown and 
through center for the extra point. 
The Vikings out-played Beau- 
mont, registering 12 first downs to 
three for the Blue Jackets, all of 
which were made in the first half. 
Normandy distributed its first 
downs, so as to record three in 
every period. 

It was the opening game for high 
schools in this district. Maplewood 
was supposed to have played at 
Christian Brothers and Central at 
St. Charles, last night, but these 
contests were washed out by the 
rain. Central and St. Charles will 
play tonight. 

Four games are on this after- 
noon’s card as McKinley plays 
Blewett at the Stadium at 2:30 
o'clock; Roosevelt travels to East 
St. Louis; Webster Groves to Mad- 
ison and Ritenour will be host to 
Dupo. 

Maplewood and C. B. C. will play 
Monday night. 


Auto Race Official Dies. 

By the Associated Press. 

DETROIT, Sept. 22.—W. D. Eden- 
burn, general manager of the Michi- 
gan Automotive Trades Association 
and chief steward of the Indianapo- 
li. 500-mile auto race and the 
Harmsworth races here, died yes- 
terday at St. Mary’s Hospital after 
a week’s illness. He would have 


been 50 years old, Sept. 27. 

Taken to his home after suffering 
from an attack of uremic poisoning 
in his office last week, Mr. Eden- 
burn was removed to the hospital 


Monday. 
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FOOTBALL SCORES. 
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ormandy 7, Beaumont 0. 
ae cer ll Southern 7, Auburn 0, 
Mississippi State 13, Howard 17. 
Millsaps 21, Delta State Teachers 0. 
Louisiana Tech 7%, Holmes Junior Col- 


lege 0. 
Union 6, Bethel 0, 
Xavier ( Cinstuantiy tt. Transylvania 0. 
Ashiand 16, Bluffton 6. 
‘Central Missourt Teachers 20, Chillicothe 
Business liege 0. 
x ong Teachers 18, Missouri School 
Mines 6. 
g: Haskell 0, Washburn 0 (tle) 
Mason City ‘aac College 
Junior College 0, : 
“Morningside 46, Western Union 0. 
North Dakota State 6, Concordia (Moor- 
head) 
= 
ers 0. 
Duauesne 39, Waynesbure 0. 
McPherson 6, Chilocco (Ok.) Indians 0. 
Tulsa University 26, Central Oklahoma 


Teachers 0. 
Denver University 34, Colorado Mines "4 


Kansas Wesleyan 37, Salina (Kan.) 
York 26, Hebron 0. 

Leyola University of Laos Angeles 43, 
California Institute of Technology 0. 
Oglethorpe 12, Newberry 0. 

Moorhead ” ese pu Teachers 19, James- 
ton College 4. 

Augustana 6, Towa Weslevan 96. 


13, Waldorf 


0. 
Crosse Teachers 12, Winona Teach- 


Buena Vista 7, Central 6, 


as the third quarter ended. Tracy |: 
picked up 13 yards on a reverse |; 


A plunge yielded two more, putting 


right Trae 


LINEUP AND SUMMARY ! 


NORMANDY. POS. BEAUMONT. 
L, E. Sa 


. - Pepmiller 
B, eeeeo eevee Schwenk 
Te Mb 60:6 bee Wagner 

Fitzgerald 


. Rothacker,,. 
. L. Lyons, Illinois, umpire; Otto 
Rost, Kansas, linesman, 
Score by quarters: 
1 2 ‘3 4 
0 0 I—7 


touchdown— y, on a plunge. 
First downs: Normandy 12, Beaumont 3. 
Penalties: Normandy—Five for 35 yards; 
Beaumont—Three for 15 yards. 
Substitutions: Beaumont—Thieling, Frank, 
Bauer: Normandy—Roth, Check. 


LOCAL VARSITY 
SQUADS ENGAGE. 
IN SCRIMMAGES 


Coach Cecil Muellerleile, of St. 
Louis U., who was thoroughly dis- 
gusted with the way his regulars 
performed in a scrimmage against 
the fréshman recently, will give his 
first stringers a chance to redeem 
themselves in another scrimmage 
game against the “Frosh” at Walsh 
Stadium this afternoon at 2 o'clock. 

The Washington U. Bears will en- 
gage in a hard scrimmage today, the 
last before their meeting with Mc- 
Kendree College here next Friday 
night which will open the varsity 
season. 

Holders of cards to Billiken prac- 
tices will be admitted to Walsh Sta- 
dium without a fee and only those 
who hold cards will be permitted to 
enter. These cards are issued to 
alumni and friends of St. Louis U. 

The Billikens ran signals in the 
rain yesterday on the parking lot 
adjoining the Stadiym to the east 
while the Bears went through calis- 
thenics, one of the things which has 
been a feature of the Bears’ work 
this fall and in which Conzelman 
has faith for he believes the Bears 
will be in better condition than any 
squad they meet this fall due to 
intensive physical condition. 
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Rosenbloom Asks 
N. B. A. Heads to 
Reconsider Case 


By the Associated Press. 
HOLLYWOOD, Cal., Sept. 22. 
AXIE ROSENBLOUM 
M light-heavyweight boxer 
from the night clubs of 
New York, today signed and 
forwarded a long petition to 
the National Boxing Associa- 
tion asking that group to re- 
consider its action of removing 
from his brow the world’s light- 
heavyweight championship. 

The document was drawn up 
by Rosenbloom’s Hollywood at- 
torneys. He has been spending 
the summer in California. Ros- 
enbloom still is recognizec as 
champion by the New York 
Athletic Commission and in 

several other states. 


POLO TEAMS IN 
SECOND CONTEST 
OF TITLE SERIES 


By the Associated Press, 
WESTBURY, N. Y., Sept. 22.— 
The West called for a new polo 


deal today. 

Carleton Burke, manager of the 
Western forces, has laid his plans 
to shift his four aces in the second 
game of the intersectional series 
with the East at the Meadow Brook 
Club this afternoon. 

Although Burke declined to com- 
mit himself definitely, it was un- 
derstood the re-aligned lineup would 
have Eric Pedley at No. 1, Cecil 
Smith at No. 2, Aidan Roark at No. 
3 and Elmer Boeseke at back. 
This shift, affecting every player 
but Pedley, was designed to bring 
Smith, 10-goal Texan, up forward, 
where the West could cash in on 
his long and accurate hitting. In 
the first game Wednesday the West 
rode with Pedley, Boeseke, Smith 
and Roark in that order. 

The East, meantime, stood pat on 
the crack young combination of 
Mike Phipps, Jimmy Mills, Winston 
Guest and Billy Post, and galloped 
to so sensational a 10-8 victory in 
the opening game, scoring six goals 
in the seventh chukker. 

Where the West had been a 2-to-1 
favorite at the start of the series, 
it was even money and take your 
pick today. 

Despite the possibility of showers, 
a crowd of some 25,000 was expect- 
ed for the second game. 


MANARCHY GOING WEST 
TO TURN PROFESSIONAL 
Sonny Manarchy, 20-year-old golf- 

er of Rockford, Ill., passed through 

St. Louis last night on his way to 

California, where he will join the 

ranks of professional golfers. Man- 

archy was one of the outstanding 
players in the Western junior cham- 
pionships at Normandy last year. 

Manarchy is hitch-hiking his way 
to California and when he reaches 
his goal plans to turn to caddying 
to earn his living, at least tempo- 
rarily. He is over 18 years old, so 


that if he caddies, it automatically 
makes him a professional. 


BALLADIER 9-2 
FAVORITE 10 WIN 
HAVRE FEATURE 


By the Associated Press, 

BALTIMORE, Md., Sept. 22. — 
With J. E. Widener’s Chance Sun, 
winner of the rich futurity at Bel- 
mont Park, and Mrs. Dodge Sloane’s 
Psychic Bid, victor in the Hope- 
ful at Saratoga, the only important 
absentees, 22 two-year-olds will at- 
tempt to throw a little more light 
on the muddled juvenile champion- 
ship situation today when they meet 
in the $10,000 Eastern Shore Han- 
dicap at Havre de Grace, Md. 

Topping the large field, named 
for the six-furlong dash, are E. R. 
Bradley’s Balladier and Mrs, Payne 
Whitney’s Plat Eye, which finished 
second and third, respectively, in 
the' Futurity. William du Pont 
Jr.'s Rosemont, which set the early 
pace and then wound up fifth, also 
was named. 

Carrying the top of 123 pounds, 
Balladier is expected to start the 
choice at 5 to 2 or even shorter 
odds. Plat Eye was quoted at 4 
to 1 while Rosemont was rated 
strictly an outsider. 

Mrs. Sloane will be represented 
by a strong combination in Special 
Agent and Black Gift. The entry 
was held at 6 to 1, with Special 
Agent assigned 117 pounds, _ the 
same as Rosemont and five more 
than his stable mate. 


CHARLOTTE GLUTTING 
GAINS 3-1 VICTORY 
OVER MISS ORCUTT 


MONTCLAIR, N. J., Sept. 22. — 
Charlotte Glutting, 24-year-old Rock 
Spring golfer who ranks near the 
top of the national list, won her 
third New Jersey women’s cham- 
pionship yesterday by defeating 
another highly-rated player, Mau- 
reen Orcutt of White Beeches, at 
the Montclair Golf Club. 

Miss Glutting, victor in 1931 and 
1932 and runner-up to Miss Orcutt 
last year, had a 3 and 1 margin in 
defeating for the first time her 
foremost rival in state links circles. 

Two up at the end of the first 
nine and one down at the half- 
way mark in the 36-hole final 


match, Miss Glutting evened the /|Re 


score as the players entered the 
final stretch. Then she won the 
twenty-eighth and twenty-ninth 
holes, when Maureen  three-putted 
each green, and never again lost 
the lead. 

The engagement ended at the 
thirty-fifth when Miss Orcutt 
hooked her second shot into a 
clump of trees, took three more to 
get on the green and conceded the 
hole and the championship. 


CENTRAL MISSOURI 


DEFEATS CHILLICOTHE |24° 
WARRENSBURG, Mo., Sept. 22. /\7 


—Right half back Dow scored two 
touchdowns and kicked two extra 
points and quarterback Patterson 
scored a third touchdown to give 
the Central Missouri Teachers an 
easy 20-0 football victory over Chil- 


. LOUIS NO-HIT PITCHER SINCE 1924 


DIZZY REACHES EIGHTH 
INNING WITHOUT A HIT, 
BUT WINS EASY VICTORY 


“When did I first think about it? 
Why after I got the first three outs 
of the game in the first inning,” 
Paul explained. “I said to myself 
as I went back to the dugout, “Well, 
no hits so far,” and after the sec- 


ond inning I said the same thing. 
“Then after a couple more in- 
nnings I started to talk to DeLancey 
about it. We're hoommates and I 
think a lot of him and we told each 
other after each inning that there 
wasn’t no hits yet. 

“After six innings I said to Dee 
that if we could bear down just a 
little bit longer, we’d have a no-hit 
game for the room. Dee thought it 
was a good idea and we both cut 
the pie at each other when Med- 
wick goes out near the bleacher 
wall in that seventh inning and 
comes up with Leslie’s fly, which 
was well rickety-cacked. 

When Paul Throws ’Em They Stay. 
“I’ve hear tell that you jinx a 
no-hit game by talking about it, but 
I think that’s all bunk, because 
somebody’s sure to think about it 
and talk about it and what’s going 
to happen is going to happen. I 
never was excited about nothing. 
But I was pouring that ball through 
there in the late innings. How did 
you like them strikes I throwed to 
Bucher, the pinch hitter that start- 
ed the ninth inning? He ain’t nev- 
er saw anything I thrun.” 

Paul was asked if he wasn’t just 
a little bit excited when Pinch-hit- 
ter McCarthy’s pop fly settled in 
Frisch’s glove for the second out 
in the ninth inning and he knew 
he had to retire only one more hit- 
ter to have the honor of pitching 
a no-hit game. How would he have 
felt if Ralph Boyle had hit sately 
with two out in that ninth? 

“It wouldn’t have bothered me 
none,” Paul replied. “Course I was 
thinking it would be kinda nice to 
have the no-hitter, but if Boyle nad 
been man enough to sock one, I’d 
have taken it without any crying 
I wouldn’t have. been the first one 
to go that far and have somebody 
hit.” 

How did he feel? Did he notice 
that he had more stuff than usual? 
Teammates Worried, Not Paul. 


“My curve was breaking yood 


The victory was Paul’s eighteenth 
of the season and the forty-fifth of 


the year for the family, as Dizzy, 
Paul’s older brother, registered his 
twenty - seventh 

triumph when he ~~ 

shut out the =. 

Dodgers in the — 

opening game of 

the doubleheader. = 

in scoring his 13-0 ,77— 

shutout, Dizzy @ 

knocked at the ~ 

no-hit hall of oe ge ee 
fame door for 4 

seven and one-* 

third innings. | 

“I didn’t know °* 

that I had a no- 

hitter,” Dizzy in- 

sisted on the train 

last night. “I was 


way out in front PAUL DEAN. 
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licothe Business College here last | Brookiyn 


night in -he season’s opener. 

Coach Tad Reid's Mules scored 
once in each of the first three quar- 
ters and were never seriously 
threatened by the visitors. The 
Mules gained 175 yards in scrim- 
mage to only 41 for the opposition. 
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and as the game went along I felt! 


Dizzy Gains His 27th Victory, Making 
Total of 45 Games Won by the Family 


By J. Roy Stockton 
Of the Post-Dispatch Sport Staff. 
CINCINNATI, Sept. 22.—Paul Dean, the Cardinals’ 21-year old 
pitcher, who yesterday entered baseball’s hall of fame by pitching a 
no-hit game against the Brooklyn Dodgers, as the high light of his 
brilliant first year in a major league, was never excited or flustrated 
over the prospects of accomplishing the unusual feat, he said today. 


Cardinals’ Game 
At Cincinnati Is 
Prevented by Rain 


Cincinnati, Sept. 22. 


HE first game of the series 

between the Cardinals and 

Reds, scheduled to be play- 
ed this afternoon, was prevent- 
ed by rain. As a result, the two 
teams will meet in a double 
header tomorrow. 

Bill Hallahan will pitch one 
of the contests against Charley 
Dressen’s club, while Tex Carle- 
ton or Dazzy Vance will get the 
assignment in the other. 

If it rains tomorrow the games 
will be transferred to St. Louis. 
The Chicago game Monday is 
contingent on rain not inter- 
fering with Cubs in Pittsburg 
or White Sox in Chicago to- 
morrow, as Sox will have first 
call on Monday, if they have 
postponed game to play off. 


looser and better. I got faster as 
I went along and the funniest thing 
to me was that I wasn’t a bit tired 
when it was all over. I didn’t feel 
like I'd done no work at all. The 
fellows on the bench and the other 
players in the game acted tike 
they’d been under a great strain 
and they kept a sighing and n@av- 
ing that they was glad it was all 
over. But I didn’t feel none of that, 
I felt like I could have pitched a 
couple more games. I guess my 
arm was just right. 

What was the biggest thrill of 
the game? 

“Why I got the biggest kick out 
of my hitting. I guess those two 
hits I got will knock Dizz off for 
a while. Did I hit those or di‘n’t 
I? I never hit so good in my .ife. 
That single to right was good, but 
that double that I larruped out 
there to left-center was what I got 
a big kick out of. Yes sir. I guess 
Dizz won't talk about his hittin’ 
for a while after those two wal- 
lops. And I scored a run which 
was enough to win, which is prete 
ty good hitting against Benge” 


and I was just coasting along. Boy, 
if I had known that I was so near 
to a no-hitter, I’d have given those 
Dodgers so much smoke and such 
fancy curves that they wouldn’t 
have even seen the ball.” 

Manager Frisch, however, said 
he noticed that Dizzy was taking 
it easy and instructed Catcher Vir- 
gi: Davis to inform Dizzy that he 
had a chance to reach the goal of 
all pitchers. 

One was out in the eighth when 
Ralph Boyle made the first safety 
off Jerome Herman. It was a low 
grounder to Durocher. P. W., 
Crawford, who had relieved Martin 
at third base, could not quite reach 
the ball and while Durocher han- 
died it cleanly, his throw to first 
was too late to get Boyle and the 
official scorer was forced to chalk 


The Science of Pitching 
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Continued on Next Page. 
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tenders during the past seven days. 
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ST.LOUIS POST-DISPATCH___—— 


WIN 


SATURDAY, SEPTEMBER 22, 1934. 


THREE BOUTS AT 


ST.LOUIS POST-DISPATCH 


AMATEUR SHOWRACE 


” io 


==>, 


ILLINOIS BOXERS 


SCHLOSS, WEST 
AND MDUFFEE 
TRIUMPH OVER 

LOCAL FIGHTERS 


SPECIAL BOUTS. 
Herman West, Buckner, Ill., outpointed 
Jackie Nichols, Business Men’s A. C., 175 
Barney McDuffee, Fiora, Ill., outpointed 
Al Brenot, Sherman ark A. C., 147 


The Passing Show. 
SEE where Londos kept his 
I crown 
By putting 
down, 
As everyone expected; 

A record-breaking clientele 
Who marked the_ spot 
“Strangler” fell 
Were not a bit dejected. 


“Strangler” Lewis 


where 


They knew that Jimmy always wins, 
And that on schedule time he pins 
The shoulders of the foeman. 
Whatever else the Greek may be, 
They know in Jimmy they will see 

The greatest living showman. 


knocked out Wesley 
Park A. C., third round, 175 pounds. 
Art Pierson, Business Men’s A. C., 
feated Jimmy Howery, Wesley House A. 
» 135 unds, 
- po PRELIMINARIES. 
Al Beauhuld, unattached, defeated Mike 
Gaffney, Sherman Park A. C., 147 pounds. 
Maxie Schioss, Du Quoin, Ill., knocked 
out Dave Stanfield, Business Men’s A. C., 
second round, 126 pounds, , 
Harold Smercina, Sherman Park A. C., . p 


Gefeated Himmy Moorchouse, Stag A. C., — re ; 
35 pounds. LU ane 

j Bill Schreiber, Walnut Park A. C., out- . mee LONDOS, 
pointed Ed Damiani, Seott Field A. C., we | ™ 
47 | nds, o \ "4 : “ 
i Harry Ceok, Harry Kessler and Bob (3 7 77 Ay 

rkinson, referees; Cook, Kessler and Pw (ASA Z W/4, 

arkinson, judges. 


Schedu distance each bout—four two- 


minute rounds, Just as the worst was sadly feared 


A rainbow in the sky appeared, 
To raise our spirits higher. 
Our gallant skipper knew his wind, 
And swiftly coming from behind 
Nipped Sopwith at the wire. 


By W. J. McGoogan. 

Two knockouts, both of them 
rather startling, featured the eight- 
bout amateur boxing program with 
which Benny Kessler, chairman of 
the Western A. A. U. Boxing Com- 
mittee, opened the indoor season at 
the Coliseum last night. 

Perhaps the most astounding 
kayo was that of Dave Stanfield of 
the Business Men’s A. C. by Maxie 


Schloss of Duquoin, Ill. Dave, one 
of the more promising of the local 
featherweights, seemed to be breez- 
ing to a point decision toward the 
middie of the second round when 
he ran into a looping right-hand 
punch to the chin which put him 
down for a count of two. He got 
up and was floored again for a 
short count, but the third time he 
went down he stayed down, much 
to the disgust of Jack Callahan 
and Eddie Meier, his handlers. 

In the other, Wesley Leverich, 
Community Center, light heavy- 
weight champion, ran into a fine 
right-hand punch delivered by Tony 
Salvia of the Sherman Park A. C. 
and Wes was barely able to raise 
his head at the count of 10. The 
blow came in the third round after 
the boys had battled through two 
hard rounds of rather even fight- 
ing. 


The Rainbow, with a burst of speed, 
Wiped out a seven-minute lead, 
That took a bit of wiping. 

And as she crossed the finish line 
The Rainbows’ bo’sun we opine 

All hands to grog was piping. 


On Time! 
Jimmy Londos wrestled a typical 
Londos match in downing Ed Lewis. 


He didn’t turn on the heat until 
the psychological hour was nearly 


up. 


However, there is balm in Gilead 
for the Strangler. He wrestled be- 
fore the biggest crowd of his career 
and probably pulled down more for 
losing than he did for his largest 
winning purse. 


Ask Uncle Dudley. 


Dear Uncle Dudley: I see by the 
papers where Max Rosenbloom has 
been banned for clowning. What 
does N. B. A. stand for?—Y. Knott. 
It stands for no clowning. No 
Buffoons Allowed. 


Paternoster of Transylvania Col- 
lege, who gets off punts while run- 
ning at top speed, is studying for 
the ministry. He ought to join up 


Visiting Boxers Triumph with Dana Bible’s Cornhuskers. 


Jackie Nichols of the Business 
Men’s A, C., lost a decision to Her- 
man West of Buckner, Ill, in a 
light heavyweight special, while 
Barney McDuffee, Flora, IIl., out- 
pointed Al Brenot of the Sherman 
Park A. C. and Art Pierson of the 
Business Men's A. C. defeated Jim- 
my Howery, Wesley. House A. C., 
in other special contests. 

Harold Smercina, Sherman Park 
A. C., reversed the verdict which 
Jimmy Moorehouse gained over him 
in their last meeting. At the end 
of the fourth round, Moorehouse, 
suffering from the effects of a 
punch on the chin, ran around offi- 
cials and handlers after the bell had 
rung ending the fight and tried 
to punch Smercina again. He was 
stopped, but it probably had some- 
thing to do with the verdict, al- 
though Smercina seemed to have an 
edge in points. | 

About 1000 persons attended and 
Kessler announced that part of the 
profits would go to Father Max- 
well’s Boys’ Club. 


MRS. HYNES VICTOR 


iN WOMEN’S GOLF 


Mrs. I. S. Hynes of Westborough 
won the women’s district weekly 
golf competition at Norwood yes- 
terday, carding an 87 for the low 
gross award. Mrs. W. A. Ramel- 
kamp, Norwood, Mrs. J. W. Minton, 
St. Clair, and Mrs. H. C. Spalding 
of Westborough tied for second 
with 93. Mrs. Harold Scott had the 
fewest putts with 27. 

Mrs. J. E. Dougherty, Meadow 
Brook, had 106 for first place in 
the second flight, with Mrs. J. E. 
Koch, Sunset, and Mrs. C. S. Cham- 
berlain, Algonquin, tied for second 
with 108 Mrs. C. S. Jordan of 
Algonquin was first in the third 
flight with 105, with Mrs. O. Sliger, 
Osage, second with 117. 

The annual three-day medal play 
tournament of the St. Louis wom- 
en's district will be held next Tues- 
day, Wednesday and Thursday, at 
the Norwood Hills Country Club. | 


It is claimed that much of King- 
fish Levinsky’s ring success has 
been due to psychology. Plus a 
bit of sockology, we take it. 


The Boston Red Sox have discov- 
ered that a baseball pennant can be 
bought and paid for, but delivery of 
goods is not guaranteed. 


There’s nothing like an early start. 
Mussolini believes that the age of 


eight is the proper time to. start 
teaching the young idea how to 
shoot. 


Dizzy Dean went into the eighth 
inning with a no-hit game against 
the Dodgers Thursday. Then Boyle 
spilled the Deans, as you might say, 
by beating out a slow roller to short. 


The spectacular rise of Detroit to 
pennant heights has led some crit- 
ics to say that the Tigers were 
lucky. We'll say they were. They 
were lucky to have a man like 
Mickey Cochrane at the helm. 


“Story of Liver’s Rise in Favor 
Interesting.” 
We always knew liver would 
bring home the bacon if it ever got 
to first base. 


"Dark Secret Beats Somebody by 
Four Lengths.” 

All right, all right, keep it to your- 
self if you want to, but somebody 
is bound to tell. 


Owns Most of League. 

Unwillingly, Roger E. Baker has 
become virtual proprietor of the 
whole Northeastern League. He 
started out as owner of one club. 
Now he owns Worcester, Water- 
town and Wayland and hold mort- 
gages on three others. 


Gehrig Has 2-Point Lead Over 
Manush in A. L. Batting Race 


By the Associated Press, 

NEW YORK, Sept. 22.—Prospects 
for a close race for the American 
League batting crown during the 
final week of the season looked 
bright today as the result of loss- 
es suffered by two of the three con- 


mp. kept his .360 average in the 
senior circuit unchanged. His near- 
est rival, Bill Terry, registered a 
two-point gain but was still far 
behind at .350. 

The first 10 batsmen in each 
major league: 


NATIONAL L 
The National Leaguers, however, G. as Rh H. 
P. Waner, Pitt, ao 57 1 
. 14 


stood pat on their program of Paul worry, 
Waner against the field as the|j  mMeore. 
Pittsburgh ace maintained a 10- 
point lead after yesterday’s games. . 

In the junior circuit Lou Gehrig 
got only four hits and Charley /| ‘4 
Gehringer five during the past 


week, losing five points apiece while AMERICAN LEAGUE. 


Heinie Manush kept his .355 mark|Gebrig, N. Y¥.. 146 555 123 198 3587 
steady by hitting 10 times tn 27|Geminger Det, lag cae 153 393 -355 

to the plate. As a result| Simmons, Chi. 130 626 
Gehrig's mark dropped to .357 and |Fort, Fhfia..... 142 Bis. 116" 176" “398 
ee slid into third place at} Higgins, Phila. 136. 81 a6. 70. 333 
Trosky, 329 


WwW Gechteke’ beh: PH aah ‘3 "Bs 
_ maner, with 12 hits: in 34 times/ West, st. L.... 122 462 90 lee ‘bau 


Victory Over 


Van Ryn Gains Straight-Set — 


Shields to Go 


Into Coast Tennis Semifinal 


By the Associated Press. 


pionship yesterday. 


In the other quarterfinal matches 

of the day, Donald Budge, red- 
headed Oakland youth, was forced 
to five sets before he eliminated 
Jess Millman, University of 
Southern California player, who 
had upset Wilmer Allison. Budge 
won 9—7, 1—6, 6—2, 3—6, 6—2. 
But it was the defeat of Shields 
in such convincing fashion which 
k. pt the crowd of 2000 on edge. 
Through the first two sets, Van 
Ryn kept hammering away to the 
Davis Cup player’s backhand and 
then would rush to the net for 
placements or drive the New York- 
er into errors. . 
Shields was slow starting and 
seemed to have difficulty coping 
with the tactics of the Philadel- 
ghian who once was world’s dou- 
bles champion, Van Ryn scarcely 
gave him a chance to get up to the 
net in those first two sets and lost 
what games he did because of in- 
frequent errors. 

Shields’ Last Stand. 
Realizing his back was against 
the wall, Shields made a deter- 
mined stand in the final set. He 
rushed the net and managed to 
hold service through the eighth 
game as he had Van Ryn on the 
run for a chance. 

Van Ryn regained the edge in 
the seventeenth game, breaking. 
through Shields’ service by taking 
advantage of three errors and two 
cross court placements. He was 
too tired apparently to keep on top 
as Shields desperately bore down 
in the eighteenth contest and the 
New Yorker squared the set again 


at nine games all by breaking Van | 


LOS ANGELES, Sept. 22.—Court strategy of John Van Ryn, 
Philadelphia, was too much for Francis X, Shields, the nation’s rank- 
ing player, in the quarterfinals of the Pacific Southwest tennis cham- 
The “forgotten man” in the Davis Cup selections 


won a straight set match from the New Yorker, 7—5, 6—2, 12—10. 


Ryn’s service. . 

The strain told on Shields in the 
twentieth game. Van Ryn broke 
through to win 4love on a netted 
ball, a side line placement and two 
outs. Even then Shields was not 
ready to give up. 

Van Ryn took the edge in the 
twenty-second and deciding game 
on a net, out and a placement shot. 
The third point really was a break 
for Van Ryn as the ball rolled 
along the top of the net and 
dropped across so close that Shields 
could not return it. 

Opposes Perry. 

Shields stubbornly fought Van 
Ryn off. He rushed the net forc- 
ing his opponent to two errors, but 
a delicate backhand shot, which 
was just over the baseline for an 
out ended the match. In victory, 
Van Ryn kept his siate with 
Shields clean for the New Yorker 
has never won a singles match 
from him in major competition. 

Varn Ryn will meet the winner 
of the George Lott-Fred Perry 
quarterfinals match tomorrow, 
while Budge will play either Les- 
ter Stoefen or Gene Mako in the 
other semifinals bracket. 

Two British feminine stars were 
ushered out of the women’s singles 
play in the quarterfinal -matches. 
Josephine Cruickshank, Santa Ana, 
ranked fifth nationally, turned in 
an easy victory over Freda James, 
England, 6—0, 6—4. 

In the other match, Mrs. Ethel 
Arnold, Los Angeles, champion here 
two years ago, took straight sets 
from Betty Nuthall, England, 6—2, 
8—6. 


GUNNERS’ WORK 
SPEEDS UP AND 
PLEASES COACH 


Coach Charles “Chile” Walsh was 
well pleased with his St. Louis Gun- 
ners following the local pros’ first 


scrimmage of the season yesterday 
at the West Side Park. He had 
only praise for the members of his 
backfield and claimed he had sev- 
eral of the outstanding linemen in 
pro football. Taking all in all the 
ex-Billiken mentor predicted that 
the Gunners would place a stronger 
eleven in the field this season than 
the combination which represented 
St. Louis in 1933. 

Chester “Swede” Johnston, the 
Gunners’ plunging fullback, “stole 
the show.” Swede, 10 pounds heav- 
ier, hit the line for substantial 
gains and his dashes around end 
resulted in several touchdowns. On 
several occasions, when Johnston 
was furnished with beautiful inter- 
ferences, he clicked off gains of 40 
and 50 yards. 

Johnston as Passer. 

Johnston, who is also going to 
do some of the Gunners’ punting 
this season, proved he has the short 
passing attack down to perfection. 
Swede, running up to the line as 
if to try for a buck, leaped high 
in the air and passed accurately to 
waiting backs or George Rogge and 
Ray Beeman, ends. 
The first-string backfield, com- 
posed of fullback Johnston, quar- 
terback Blake Workman and 
Benny LePresta and Fat Rapp, 
halfbacks, performed cleverly. 
Workman, who is going well, di- 
rected his mates’ attack while 
Rapp, the leading passer, tossed 
accurately to Rogge and all the 
backs, 

Coming here highly touted as a 
pass-snatcher last season, Rogge, a 
former Chicago Cardinal for two 
years, pulled down several spec- 
tacular passes, Walsh rates Rogge 
as one of the surest pass receivers 
he ever saw in action. 

Sandburg Stars. 

The Gunners’ big tackle, Sandy 
Sandburg, and two veteran guards, 
Leonard McGirl and Homer Rey- 
nolds, held down their assignments 
to Walsh’s satisfaction. Sandburg, 
who has played well on the offense 
and defense all week, is sure of be- 
ing a regular. McGirl also has 
clinched his old guard job, while 
Reynolds and Nusier Salem, a new 
lineman from South Dakota State, 
are putting in strong bids for the 
other guard place. 

The Gunners, who open the sea- 
son here Oct. 7 with the Oklahoma 
City Chiefs furnishing the opposi- 
tion at the Public Schools Stadium, 
will resume practicing twice daily 
today. 


LAST NIGHT’S FIGHTS | 
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HIA.—Johnny Jadick, 139, 

Philadelphia, and Bucky Jones, 144, Mor. 


PAUL.—Charley Retzlaff, 19914, 
stopped Frankie Edgren, 18114, 


0 ristown, N. J., drew (10). 


ST. 
Duluth, 


Akron, 0 Te . oD 4, 217 
e ; ac owd, , 
treit, knocked out Jack Kolaman, 207, 
Akron (3); Frankie Wolfram, 124, Wiant- 
ted Darie Mereno, 125, Kala- 
SAN FRANCISCO.—Jo Tel Ken, 11614, 


Tokio, Japan, stopped Speedy Dado, 11784, 
Manila (3) 


HOLLYWOOD, Cal.—Les Kennedy, 196, 
g Reach, Prermente 
181, New York (4). 


NEW GUARDS T0 
JOIN BLUES _IN 
WORKOUT TODAY 


Boy scouts of St. Louis, number- 
ing about 8000, were happy today 
when they received an invitation to 
attend the opening football game 
of the season tomorrow between 
the St. Louis Blues and the Hominy 
Indians at the Public Schools Sta- 


dium. The invitation was extended 
by letter from Clarence H. Howard 


Jr., one of the backers of the 
Blues. 
Besides the boy scouts, invita- 


tions were sent to all the high school 
football teams of St. Louis and St. 
Louis County, and it is expected 
that about 35 teams will be pres- 
ent. Invitations, too, were extend- 
ed to the squads of college players 
of Washington University and St. 
Louis University. 

The Indians were due in St. Louis 
today and expected to take some 
light drill in Forest Park to limber 
up for the game. They are headed 
by Big John Levi, the All-Amer- 
ica fullback of a few years ago, 
when he attended the Haskell 
School for Indians. Levi stands out 
as the greatest Indian grid per- 
former since the days of Jim 
Thorpe, more than 25 years ago, 
when he was with the sparkling 
Carlisle team. 

Coach Choppy Rhodes of the 
Blues planned to give his players a 
signal drill today because they were 
kept indoors yesterday. 

For this game tomorrow, with 
the boy scouts, the high school and 
college players and all women get- 
ting in free and the price of tick- 
ets to men cut in half, 50 cents, a 
big crowd is expected. 

Coach Rhodes will have a squad 
of close to 30 men on hand from 
which to pick his players, and he 
expects to put 18 or 20 of them in 
action, so that he may see how 
they act under fire. 

Two new guards will be on hand 
today, Freeman and Sexton, both 
having been working for three 
weeks with the Chicago Cardinals, 
and taking part in their exhibition. 


SOFTBALL TITLE MEET 


WILL OPEN TONIGHT 


Rain last night delayed the open- 
ing round of the first annual 
American Softball Association in- 
ter-park girls’ and men’s champion- 
ship series, but all clubs are ready 
to take the field tonight in the first 
set of games starting at 7:30 o’clock 
at the Sisler North and South Side 
and the Maplewood Athletic Park. 
The West Side Park, other mem- 
ber of the circuit draws a bye for 
this evening. 

Twenty-four teams represent the 
four parks, comprising 12 girls and 
a like number of men’s teams. The 
park representatives in each girls’ 
and men’s class have been chosen 
according to the position they fin- 
ished in each respective park 
league as to first, second and third 
place. 


Leading Batters. 


(Including Games of Sept. 21.) 
NATIONAL LEAGUE. 
Player, Cinb. G. AB, R, Hi, 
P.Waner, Pitt, 139 575 117 
Terry, N. Y¥. . 
4. Moore, Phil, 122 458 70 
Ott, New York 146 554 118 
Joe Moore,N 101 
‘AN LEAQUE.., 
G. AB, 


146 


Player, Club. 
Gehrig, N. Y, 
Manush, Wash. 134 
Gehring’r, Det, 144 
Stmmons, 


ot 

we 3.5% 
. 
a 


Ch, 130 
Foxx, Phila. . 142 


dae 


the South 
2339 ‘the St. Margarets meet at 


TORONTO GAINS 
THIRD VICTORY 
OVER ROCHESTER 


Ley the Associated Press. 

ROCHESTER, N. Y., Sept. 22—- 
The Toronto Maple Leafs were one 
game away from the little worlc 


series today. 

The Leafs earned their third suc- 
cessive victory over the Rochester 
Redwings in the International 
League's final playoffs last night, 
3 to 2, in 13 innings, and now neec 
only one more victory to gain the 
right to represent the league in the 
little world series against the 
American Association champions. 

Walter (Whitey) Hilcher of To- 
ronto and Pete (Jablonowski) Ap- 
pleton of Rochester were the prob- 
able pitching selections for the 
fourth game today. Rochester must 
win all four remaining games of 
the series in order to qualify for 
the little world series. 

Toronto was outhit, 15 to 5, tast 
night but they finally succeeded ia 
bunching two hits in one inning 
against Ray Harrell and won the 
game. Harrell had allowed three 
hits going into the first half of the 
thirteenth, but Joe Morrissey led 
off with a single, went to second on 
Benny Borgmann’s third error of 
the game, to third on George Mc- 
Quinn's infield out and home with 
the winning run when Murray 
(Red) Howell came through with 
a single. 

Harrell allowed only one hit in 
the first nine frames but that one, 
an infield roller by Noel Rich- 
ardson, enabled Toronto to score 
two runs and tie the score at 2—2 
in the fourth, The bases were filled 
as a result of three passes when 
Richardson hit a slow bounder past 
Harrell. Manager Ike Boone came 
home with one run and Howell 
scored the second when Morrissey, 
after fielding the ball, threw wild. 

Don Brennan went the route for 
the winners and was exceedingly 
effective in the pinches although he 
was hit freely. Buster Mills sc»red 
both Redwing runs, counting on an 
error in the second and on Tommy 
Carey’s hit in the third. Brennaz 
fanned nine men and walked only 
two. Harrell fanned eight, but 
passed nine. 


Pelicans Take Lead. 
By the Associated Press. 

NEW ORLEANS, Sept. 22.—The 
New Orleans Pelicans took the lead 
in the Southern Association playoff 
here yesterday, trouncing the Nash- 
ville Volunteers, 7 to 2. 

Clay Bryant, tall young Pelican 
righthander, held the Vols to six 
hits, showing slight weaknesses in 
the second and seventh innings 
when, aided by unfortunate errors 
by his mates, Nashville pushed 
across its two runs. 

Nashville used three pitchers in 
an effort to stem the Pelican at 
tack, 


Galveston Gains Victory. 

Special! to the Post-Dispatch. 

GALVESTON, Tex., Sept. 22.—An 
explosive first inning in which thev 
made eight hits for seven runs and 
drove Abe Miller to the showers 
produced Galveston’s second vic. 
tory in the Shaughnessy playoff for 
the Texas League. championship 
over San Antonio last night, 7 to 2. 

It put the Buccaneers one up on 
the Missions in the series to de- 
termine the pennant winner and 
Dixie series entrant against -he 
Southern Association champion. 
The series continues here tonight. 


SCHEDULE CHANGES IN 


THE A. L. ANNOUNCED 


CHICAGO, Sept. 22. — President 
Will Harridge of the American 
League yesterday announced the 
following doubleheaders and other 


revisions of the schedule: 
DOUBLEHEADERS. 
Sept. 22—Washington at Philadelphia. 
Sept. 23—Cleveland at Chicago, Detroit 
at St. Louls, Washington at Philadelphia 
(tle game of Aug. 12 transferred from 
Washington). 
Sept. 25—Washington at Boston (tie 


game of Sept. 3 transferred from Wash- 
ington). 
Sept. 26—Chicago at Detroit (post- 


poned game of Sept. 3 transferred from 
Chicago), 

Sept. 29—-New York at Washington. 

Sept. 30—Chicago at Cleveland (includ- 
ing game moved down from Sept. 28: Phila- 
deiphia at Boston (including game moved 
down from Seyt. 28). 

Revisions: Sept. 27—Chicago at Detroit, 
single game (postponed game of Sept. 3 
transferred from Chicago), Game sched- 
uled for Sept. 27, fiadelphia at Boston, 
played on July 18. 


May Oppose Britons. 

By the Associated Press, 

WASHINGTON, Sept. 22. — The 
American Army Polo team, victori- 
ous Wednesday in the first of a ser- 
les of three international polo games 
with the Mexican Army team, may 
play a British Army team here next 
year. Plans for a series with the 
British team are being contemplated 
by officials of the American Army. 
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SOFTBALL SCHEDULES 


ad 


American Association. 


At SISLER SOUTH SIDE PARK, Kings- 
highway and Chippewa — Mordie Wolfs 
(Maplewood) vs. H. I. Clays (Sisler South 
Side) girls, at 7:30 o'clock. Highland 
Dairy (Maplewood) vs. Blue Ridge Night- 
— (Sisler South Side), mens, at 8:45 
o'clock. 

At SISLER NORTH SIDE PARK, Grand 
and North Filorissant—Bob Hogins (West 
Side) vs, Kroemekes (Sisler North Side), 
girls, at 7:30 o’clock. Schnure Chevro- 
lets (West vs. St. Louis Dairy 
(Sisler North Side), men’s, at 8:45 o'clock. 

At MAPLEWOOD ATHLETIC PARK, 
Manchester and Laclede roads in Maple- 
wood—Curlees (Wes Side) vs. Sunshines 
(Maplewood Athietic), girls, at 7:30 
o’clock, Society Brands (West Side) vs. 
Luxemburg Zimmermans (Maplewood Ath- 
letic), men’s, at 8:45 o’clock. 

At WEST SIDE PARK, Skinker and 
yg 

post 
* * 
National Association. 


(Kingshighway and Arsenal.) 
Doubleheader—In the giris’ game the 
Vess meet the Spirit of St. Louls at 7:45 
Pp. mm, and 


Pp. m, 
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reached infrequently in baseball 
history. 

Hitters have been the fair-haired 
boys of the baseball world in 
money earning, with Ruth about 
double the pay earned by his near- 
est rival in other days, Rogers 
Hornsby, who drew as high as 
$40,000 with both the Cards and 
the Giants. Hack Wilson for a 
brief year and Lou Gehrig passed 
$30,000. Ty Cobb for a year 
drew $65,000, but that represent- 
ed a sale price as well as a salary 
for Cobb was a free agent when 
Connie Mack picked him up for 
his hitting. 

s * 


* 
Play Only One Third Season. 

ITCHERS are paid less than 

other players because they are 
in fewer than one-third of the 
games during the season. On @ 
basis of winning games, however, 
the Deans have been instrumental 
in winning more than 50 per 
cent of the club’s victories, which 
would rate them higher than even 
the heavy hitters of the club. 

The value of a pitcher to a team 
has always been a matter of de- 
bate from the time Addie Joss, 
a pitcher for Cleveland in sum- 
mer and a sports writer during 
the winter months, once pub- 
lished his opinion that a pitcher 
was 80 per cent of a ball game. 

That, of course, was an over- 
estimate in that a pitcher could 
not possibly be even as much as 
50 per cent of a contest unless by 
chance he happened to hit a home 
run and win his own game. With 
perfect pitching a team would 
still be unable to WIN if it could 
not manufacture a run against 
the enemy. 

However, the value of the Deans 
is beyond question enhanced 
mightily as a result of their work 
this season. Because both are 
young and have a reasonable ex- 
pectation of more than 10 years 
more of big-league service, their 
purchase price would almost 
equal the franchise value of some 
ball clubs. : 

All of which is likely to cause 
the silver-tongued orator Branch 
Rickey a few more gray ones in 
his thatch. 


Duquesne Opens 
Football Season 
With 39-0 Win 


By the Associated Press. 


PITTSBURGH, Sept. 22. — The 
night Riders of Duquesne last night 
galloped to a 39 to 0 gridiron vic- 


tory over Waynesburg, the Yellow 
Jackets never quite recovering from 
Ed Zaneski’s 91-yard touchdown 
sprint with the opening kickoff. He 
scooped up the ball after a team- 
mate fumbled, 

The Dukes, opening the collegiate 
football season in these parts and 
playing their first game under 
Head Coach Joe Bach, blasted the 
Waynesburg line at will and dis- 
played a crafty air game in the late 
periods, 

Little Rab Currie, brilliant Yellow 
Jacket halfback, ripped off occa- 
sional gains, but the rest of his 
mates were hamstrung by the 
Duquesne defense. 

The Night Riders slammed over 
two touchdowns in every period ex- 
cept the third, when they failed to 
score. Fillingham carried it over 
twice for the Dukes. The other 
touchdowns were made by Airhart, 
Strutt and Vario, a sub. 

Strutt fumbled the opening kick- 

off, but before the ball fell to earth 
Zaneski scooped it up and was 
away for the first touchdown on 
a weaving, side-stepping dash which 
brought the 15,000 fans to their 
feet. 


KOREAN BOXER KAYOES 
DADO IN THIRD ROUND 


By the Associated Press. 

SAN FRANCISCO, Sept. 22.—In 
a sensational upset Jo Tei Ken, 
Korean bantamweight from Tokio, 
Japan, scored a technical knockout 
over Speedy Dado of Manila in the 


third round of their 10-round match 
at Dreamland Auditorium last 
night. 

It was one of the few knockouts, 
technical or otherwise, ever scored 
against the Filipino, former holder 
of the California State title and a 
nationally high ranking bantom- 
weight the last several years. 

Midway of the third round, Tei Ken 
landed a hard right to Dado’s body 
and the latter dropped to the can- 
vas. He was groggy but staggered 
to his feet and suddenly dropped 
back to the floor in an evident ef- 
fort to take advantage of a nine 
count, 

Because Dado dropped back with- 
out being hit, the referee decided 
the fight in favor of Tei Ken. 

It was the second meeting of the 
pair. Dado won a close decision a 
year ago in Hollywood. 

Dado weighed 117% pounds and 
Tei Ken 116%, 

As a result of his victory, Tei 
Ken probably will be recognized as 
California State champion at his 
weight. 


WRESTLING RESULTS. } 
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@AKLAND, Cal.—J bo Savel- 
4, former N Dame teteated 
of New York, two coat of 


Mike Mase 
three falls. 
NEW YORK.—Lee Wallick, Germany, 


threw Jack Bloomfield, New York, 


ee 


it up as the first Brooklyn hit. 

In the next inning Leslie singled 
over second and Stripp singled 
sharply to right-center. Crawford 
then fumbled Lopez's grounder, fill- 
ing the bases, but two were out 
and when Tremark, a half-pint re- 
cruit, went in to bat for Beck, the 
fourth Dodger pitcher, Dizzy real- 
ly went to work and fanned the 
midget for his third strike-out of 
the inning, his seventh of the game 
and his 176th of the season, there- 
by going one ahead of Van Lingle 
Mungo of Brooklyn in the race for 
the league strike-out honors. 

Dizzy broke a Cardinal pitching 
record of long standing by regis 
tering his twenty-seventh triumph. 
Cy Young previously held the rec- 
ord, having won 26 games for the 
St. Louis National League club in 
1899. Dizzy now needs only one 
more to equal the total of Dazzy 
Vance, who won 28 for the Brook- 
lyn Dodgers in 1924. 

Paul’s no-hitter was the first of 
the year in the major leagues and 
‘the first by a St. Louis pitcher since 
1924, when Jess Haines held the 
Braves hitless before a Tuberculo- 
sis day crowd. 

A crowd of 15,000 customers at- 
tended the doubleheader, attracted 
in such large numbers by the ad- 
vertised fact that the Dean boys 
were going to pitch. Most of the 
spectators were there in the hope 
of seeing the Dodgers put the final 
crimp in the Cardinal pennant pros- 
pects, but before the day ended they 
were cheering the colorful Deans. 

As early as the seventh inning, 
when Medwick made his fine run- 
ning catch of Leslie’s long fly, the 
crowd began to cheer every put- 
out, as Paul drew nearer and near- 
er to the no-hit goal. And when 
the final out was made, with Du- 
rocher fumbling Boyle’s grounder, 
but recovering in time to retire him 
at first with a hurried throw, the 
crowd poured onto the field and 
almost mobbed Paul in its eager- 
ness to congratulate him. 

Policemen Rescue Paul. 

Paul and Coach Gonzales, who 
ran out to shake Paul’s hand, found 
themselves in the center of a swirl- 
ing mass of humanity, but before it 
became serious, two park policemen 
rushed to the rescue and escorted 
Paul to safety. Thousands of per- 
sons waited outside the park and 
cheered Paul and Dizzy as the team 
hurried away to catch the train for 
Cincinnati, 3 


COCHRANE WILL USE 
“SCHOOLBOY” ROWE IN 


WORLD SERIES OPENER 
Continued From Preceding Page. 


perience, But, the way I figure it, 
we can hit better, have as good a 
defense and equally good, at least, 
pitching and therefore I don’t see 
why we shouldn’t win. They teil 
me I can do a bit of catching, too, 
when it is necessary.” 

“Suppose one of your infielders 
suffered a serious injury before the 
end of the season, what would you 
do?” 

A look of horror came over 
Cochrane’s face. He didn’t answer. 
He couldn’t. “Gosh, don’t even 
mention that,” he said. “I havent 
even thought of that and, what’s 
more, I’m not going to. Gosh-a- 
mighty, no.” 

It was suggested that the Tigers 
had not shown any too brilliantly 
against southpaws and that Cari 
Hubbell was a pretty fair lefthund- 
er. Mickey wasn’t worried or ner- 
vous of this suggestion, either. 
“We've got only four lefthanded 
hitters,” he said, “Goslin, White, 
Gehringer and Myself. Rogell, you 
know is a switch-hitter. Well, cer- 
tainly Goslin, Gehringer and, may- 
be Cochrane can hit lefthanders so, 
you see, we’re not so badly off.” 

“What other pitchers do you ex- 
pect to use in the series?” was the 
next question. 

“Why, right now, I figure that 
my three starters in the series will 
be Rowe, Crowder and Bridges. 
Maybe, Auker will start one. Then, 
I'll have Marberry, Fischer, Hog: 
sett and Sorrell, also Hamlin, as 
relief pitchers. I don’t expect to 
start a lefthander against the Gi- 
ants—if they win.” 

No Sign of Tension. 

At the Tigers’ hotel, most of the 
players were sitting around and dis- 
cussing things in general. There 
wasn’t even a hint of nervousness 
but it was noticeable that they all 
were talking baseball. Goslin, one 
group agreed, was a great “money 
player” and Crowder was in the 
same class. “Why worry?” was the 


other series,” 

If serenity counts for anything 
before a big test, the Tigers and 
their manager are ready for whiat- 
ever may happen. Maybe, their op- 
ponents will have a shade more ex- 
perience but, from all outside ap- 
pearances, they won’t have an iota 
more confidence. 

Bridges and Fischer, Today. 

For today’s doubleheader, Bridges 
and Fischer will pitch for the Tigers 
with Hadley and Coffman as the 
most probable moundsmen for the 
Browns. In the two-timer tomor- 
row, “Schoolboy” Rowe will work 
one of the games and will be op- 
posed by Buck Newsom. 


According to Mickey Cochrane, 
Henry Ford not only paid Organ- 
ized Baseball $100,000 for the ex- 
clusive rights to broadcast the 


.| World Series but also had to shell 


out $270,000 to the networks for 
the time, etc. 3 


_ Early this season, Rowe was 
about to be sent back to the minors. 
His arm-trouble was rightly diag- 
nosed as “mental” and, as Manager 


Cochrane says, “the kid came round 


PHILADELPHIA.—Ernie Dusek, 224 
threw Vie , 908, Ang 
Cal... 39 minetes G4 seconds, 


overnight and has never been the 
lightest trouble since.” | 


Paul Dean St. Louis’ First 
No-Hit Pitcher Since 1924 


Continued From Preceding Page. 


general sentiment, “it’s just an-: 
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AT FAIRM 


By Damon Ke 

This may be the best 
gible worlds, but, cake it 
mount officials, the wor! 


The double-victory reduced 
Giants’ lead to three games 
protected the Redbirds’ mather 
cal chances in the pennant ra 
The St. Louis margin over the 
was increased to six games, 


on literally, 1 
iants’ That 
Pros oe six « pew thon ~~ and from left to right, 1 


Ves, eS — t 
prospect this ernoon, 
Pret weather has bee 
of the present meeting. 
. n't draw oe be 

aying quantities, & 
Soa betting enthus! 
the comparative few wi 
when a chilling rain cor 
down across the ground: 

Conditions had been 
pleasant this week, afte 
opening days, until yest 
rain began to fall at no 
tinued until most of th 
been run off. 

“t¢ we had only hai 
earlier in the year,” sa 
der, the veteran pes 

so operates a farm | 
he yaar the rai 
racing secretary's office 

Too Much Sun for Hi 

“Everything we had 
out. .We haven't got so 
fork full of hay in th 
because of no rain. An 

: eae : 
; The rain made the t 
then muddy, and when ¢ 
was run track men figui 
take plenty of uninter 
shine not available th 
to change the condition 
ing strip, despite its fins 
qualities. | 

Some horses which li 
are entered in the $70 
feature of today’s pre 
cluded in this numbe 
Kuhiman, Captain Joy 
along. 

Heavy Sugar, which 
top weight of 113 pour 
mud performances 4n 
something of an unkr 
tity. The weights for 
were made before track 
changed yesterday, other 
Sugar would have go 
three or four pounds 
present impost. 

Getalong may be favo 
time. Winner of tw 
“handicaps” at the trac 
at six furlongs and the 
a mile, Getalong has 
respect of the regular: 
likely be figured as a 
sibility. i 


games even if the Cardinals wip, 
of theirs. If the Giants win fiy, 
seven and the Cards take » 
straight, the race will end in a ; 


Ripper Collins hit two doubles 
single and his 34th home-run of + 
season in the first game, knocki 
six runs over the plate. 


Since Medwick went into a 
spin as a batter he has shown th 
he can be a good defensive m 
In the New York, Boston 
Brooklyn games, he has been 
asset on the defensive. 


The Cardinals collected 17 }) 
off Zachary, Clark, Carroll 
Beck in the first game. 


Paul Dean has held the enemy; 
one run in his last 36 innings , 
the hill and the Cardinal pitch: 
have yielded two runs in the | 
five games, the last three haviy 
been shut-outs by Bill Walker 
the Dean boys. 


KENNEDY STOPS 
FIERMONTE IN 
COMEBACK BOI 


By the Associated Press, 

HOLLYWOOD, Calif., Sept. 22. 
Fashionable Enzo Fiermontes car 
paign for the wro)'s hea 
weight championship came to 
sudden and dismal ending with 
15 minutes after it had opened wi 
the fanfare of filmland. 

The estranged husband of M 
Madeline Asto. Dick Fiermonte 
knocked out in the fourth round ¢ 
his initial ten round match | 
night by Les Kennedy, ring-won 
heavyweight of Long Beach, Calif 

The slow moving Kennedy, whe 
recent ring record reads like th 
ledger of a defunct business, hook 
a left to the unguarded, finely ch 
eled chin of Fiermonte. Down went 
the Italian, with his knees ap 
hands propped under him. Fie 
monte listened to Referee Geo 
Blake’s count. At five he shook hi 
head, but at ten he still was in th 
same grotesque position. Befor 
that there were many boos from th 
crowd as the two milled ineffe 
tively. 

Half an hour later, as he stoqa™ 
dejected and alone outside the ba 
door of the small wooden audito 
um, Fiermonte, who had turned hi 
back on high society and million 
for another fling at fisticuffs sald: 

“I was not in condition. Tw 
weeks, it is not time enough to pre 
pare after two years of not fight 
ing. I shall go back into training. 
That title, I shall win yet. I was 
not hurt tonight. I could hear the 
count of nine, but my legs, they 
were too tired to lift me up.” r 

The bout was staged with all th 
Hollywood trimmings. Huge searca 
lights criss-crossed in the sky and 
lighted the street in front of the 
arena as on premier: night at the 
theaters. 


Speedboat Races 
Feature Carnival 
On River Sunday 


Speedboat racing will be one o 
the features of the day’s racing 
morrow at the carnival of the It 
land Yachting Association, to 
held on the Mississippi. The 45° 
ciation has offered a trophy for the 
speedsters. z 

In the speedboat race will be the 
two daughters of Harry Reimag 
Both girls, though novices in th 
racing game, are considered exper 

Another feature is expected to > 
the return of “Red” Niemeyer and 
Al Hoppe Jr., finishing their t/'P to 
Peoria and return. They are trying 


Several members of 1 
took advantage of the 
yesterday to visit the tr 
ing Melillo, Hadley and 


Jockey “Tex” Wilson 
parted for Linooin Field 
string owned by E, E. 


J. Wray, an apprent 
contract to D. Howell, f 
of the money in his fii 
ance of the meeting 
astride the long shot Cor 
second race. 


Trainer C. Shafer is | 
trainers for the first ni 
the meeting. He has 8 
winners. , 


Eight races are sched 
with post time for the f 


ei 


e- | 
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Selectio! 

By LOUISVILLE 1 

1—Elegant Miss, Tip 
lie H. 

_2—Viadimir, Wig Ros 

3—Bill Lutz, Monkey ! 

rious. 


5—Captain Joy, Alma 
ferred. 

6—VINOIR, Norther! 
“ton Common. 

i—Lord Dean, Wild L 
River. 

8—Peiut House, King 
gretto, 
9%—Googie, Jack Murph 


By COLLYE. 
1—Elegant Miss, Mo 
Empress Yvonne. 
2—Our Pride, Justice 
3—Monde, Normahal, 
4—Alimadele, Alamae 


to make the round trip in 18 hours §  ©"F® : 
A parade of the saute with 4 Gea Sugar, C€ 
prize for the best decorated, Wil! Pm Sweep, El 
complete the program. ng ern Spy 

All boats entered in the carnival , 


i— a 
will be open to inspection by the Petronius, Lord 


public at 1:30 p. m. tomorrow. 


Jo Jo White From owes , Piece. ia 

Jo Jo White, Detroit center tem ae 
er, is like Ty Cobb from Georgisi By the Railb 
runs bases with the daring of th# 1—Raffle’s Problem, 


old star, and covers plenty of the 
outfield. 


ee 


3—BILL LUTZ, Rafi 
| f ( ycrofter. : 
ey re ‘ 4—Sid Lea, Princess ¢ 
Crus. 
at 5—Getalong, Capt. Jo 
« i Sweep, | 
Fairmount Park|f m2 vis xo 
7—Galahad, Wild L 
‘ River. 
8---Races Today--- 8—Southiand Belle, 
Jake Miller. 
Handicap Feature ml 
‘ ' Needs Now 
Pirst Post, 2:30 0 Clock All of the regular bat 
Busses and Service Care of the 1933 St. Johns | 
Direct to Track From E4¢SLA graduated in June, and 
an »Figes te looking to t 
— Class for replacements 
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: : a "aa POST-DISPATCH__ . i SATURDAY, SEPTEMBER 22, 1934 | 
SHOWARACE ENTRIES, SELECTIONS— OTHER 
First fur | pee gresrer cer remras ; ee 

t Wie WORLD IS a ae ee 
er Since 1824 11 WET TAKE | RACING ENTRIES and SELECTIONS | 


OW BIQDIT FROM OWNERS > 
o EOI NERO | OPeEve IS fees 
I AT FAIRMOUNT ieee = a Foveye J ae 


ST. LOUIS POST- DISPATCH 
SPOR TLUPPKE'S TEAM 
7 | TO SCRIMMAGE 

SOW OER AGAINST FROSK 

ON ALL FRONTS) <223%2-:=:. 


CHICAGO, Sept. 22, —- Big Ten 
By the Associated Press. 


football professors called their 
NEW YORK, Sept. 22.—The eport 
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classes together today to see how ~ 

much progress has been made in 

the first week of practice. 
Iilinois and Northwestern were/=) 


¢ ee 
a. 7. . a —_ 
aw pt tS 
ss. 4. ie 
a 


wooed .....10+1 
Problem—Ne Boy 5-1 


Di yearns 
em - a a 


see all 
4 


George, Phi 


ards: 
it mort SELECTIONS |[H pret. eaky 
111 } ng Ai eer Bian coceceee LB2 — e@eereeteneeees 
108 Tipever Seeeeteses Ye! 
Te elle mar At Fairmount. 

5—Getalong. 


eotecses eck Sel 
105 \|Marsha—-Boganowski ...... ...20-1 

ana Miss Cog—Stuller .............3¢1 6—Barcardi Sweep. 

Sesntened j—Galahad. 


Shot—Gilbert ......002.++.10-1 
Scratche¢ 
Ay... 3 sss, Seratehed lore 
$—Allegretto. Sale end Ga one mile and vot. 
At Aqueduct. . 


elaiming, three- 
; 
L 
q ecoves é0n cnn 
03 Bokt 
: 4—Good Advice. Mad Eagie-—J. 


double-victory reduced th 
lead to three games an 
i the Redbirds’ mathema 
ces in the pennant ra 
Louis margin over the . 

treased to six games, 


Giants’ can win the flag } 
ng six of their remainj 
even if the Cardinals win ay 
If the Giants win five of ° 
and the Cards take nip, 
the race will end in a ti 


ceseccceces se meratehes 
ryson hbteiitede dele 


Be a 8-1] 


By Damon Kerby. 

This may be the best of all pos- 
sible worlds, but, cake it from Fair- 
mount officials, the world is all wet. 
That goes Hterally, figuratively, 
and from left to right, respectively. | 
Ves, another muddy truck is in 
rospect this afternoon. : 
wet weather has been the vane 
of the present meeting. You just 
n't graw customers to the track 
in paying quantities, nor can you, 
generate petting enthusiasm among 
the comparative few who do come, 
when a chilling rain comes slanting|! 
down across the grounds. 

Conditions had been far more 
pleasant this week, after those wet 
opening days, until yesterday, when |! 
rain began to fall at noon and con-/ 4; 
tinued until most of the races had 
been run off. 1 

“tf we had only had this rain 
earlier in the year,” said Bill Sny-}; 
ger, the veteran track official who 
giso operates a farm down. state, 
ss he watched the rain from the 
racing secretary's office. 

Too Much Sun for Haymaking. 

“Everything we had was burned 
out. We haven’t got so much as a 
fork full of hay in the loft, All 
because of no rain. And now look 3 
at it.” 

The rain made the track sloppy, 
then muddy, and when the last race/1 
was run track men figured it would : 
take plenty of uninterrupted sun- 
shine not available this morning, 
to change the condition on the rac- 
ing strip, despite its fine drying out 

ualities. 
: Some horses which like the mud 
are entered in the $700 fifth race, 
feature of today’s program. In- 
cluded in this number are Nell 
Kuhlman, Captain Joy and Get- 
along. 

Heavy Sugar, which will carry 
top weight of 113 pounds, has no 
mud performances and will be 
something of an unknown quan- 
titv. The weights for the race 
were made before track conditions 
changed yesterday, otherwise Heavy 
Sugar would have gotten in at 
three or four pounds under the 
present impost. gneiss 

Getalong may be favored at post 
time. Winner of two previous 
“handicaps” at the track, the first 
at six furlongs and the second at 
a mile, Getalong has earned the 
respect of the regulars and will 
likely be figured as a strong pos- 
sibility. 


a half furtongs: 
Seogheec 00 60sne 

scepuacswtnuEE 

Renick @eeseeeenvee 1 

5—Nobie Spirit. seumay D—Ne boy . 20-1 

6—Thundertone. ridation ...; ed 


At Rockingham. 


5—Advising Anna, Marmion. 
6—Gift of Roses. 
i—Vested Power. 

. 8—Polly Cee. 

At Havre de Grace. 

5—Only One. 
6—Miss Snow. 
i—Justa Teacher. 


Wray weryrrTT.. 
bsecece vd merl 


tehed 
Scratched 


r Collins hit two doubles, 
and his 34th home-run of the 

in the first game, knockj 

over the plate. | 


e@eeeeoeveeenePeeeeag * 


At Rockingham. 


WEATHER CLOCDY; TRACK FAST. 
FIRST RACE—-$800,' claiming, three- 


Siteves Pride—Neo Bo 


Medwick went into a ¢; 
a batter he has shown tha 
be a good defensive man, 
New York, Boston and 
yn games, he hag been ap 
the defensive. 


2—Star Porter. 
8—Sation. 
4—Baliadier. 


Shine eeveccceees -Seratehed 
ecccccecccece & - eermrened 

4 Roycrofter—-No boy ..........2%=-l 
W. peebeceseneeceoescemern 


soe cnceees treme 
ray 
Title Star—Dyer 


Rose h— Young eeeeete 


02 
At Lincoln Fields. & Vieterlum . ......+-.«+.++-Scratched 
Bohn 


5—Board Trade. cosesenseeseee 


g- eeeenceetae 
ud D’er. 05 Caterer—-Saunders . ....ccceees 81 
6—Clo mourette—G. Rase ..0...02002+:80-] 


ot ecccece ste 


1—Cloido. 

2—Love Sick. 
3—Cog Air. 
4—Bonnie Marita. 


Cardinals collected 17 hits 
hary, Clark, Carroll ‘an 


eetonceseacue 
nm the first game. 5-1 


eeeereeee 
¥° ° eoeee 


At Detroit. SECOND RACE—§800, ciaiming, three- 
furion . 


5—Pegsy J. "OT Welsh ass-—Rosengarten ..... ..20-1 
6—Royal Biunder. foun, cio: aaa 
i—Bring Back. a 

8.—Luna Mica. 


Penertous 
Jean Navelie—Leyiand 
Hartford Girl . 
FOURTH RACE—$300, ciaiming, 
wp, one mile: 


Dean has held the enemy 

n in his last 36 innings on 
and the Cardinal pitche 
elded two runs in the } 
mes, the last three havin 

nut-outs by Bill Walker an 

boys. 


NEDY STOPS 
ERMONTE IN 
BACK BOUT 


Associated Press, 
YWOOD, Calif., Sept. 22. 
nable Enzo Fiermontes car 
for the wrol’’s heavy 
championship came to 
and dismal ending with 
hutes after it had opened wit 
fare of filmland. 
estranged husband of Mrs 
ne Asto. Dick Fiermonte was 
d out in the fourth round of 
itial ten round match last 
by Les Kennedy, ring-worr 
eight of Long Beach, Calif 
slow moving Kennedy, whos 
ring record reads like th 
of a defunct business, hooke« 
to the unguarded, finely chis 
hin of Fiermonte. Down went 
lian, with his knees and 
propped under him. Fie 
listened to Referee Georg 
count. At five he shook h 
but at ten he still was in th 
grotesque position. Befor 
ere were many boos from th 
as the two milled ineffec 


1—Hoptoit. 
2——Attraction. 
3—Prefer. 
4—Moonson. 


At Detroit. 


WEATHER CLOUDY; TRACK SLOPPY. 
FIRST RACE-—S8800 


COLLYERS ae = 


JE ELECTIONS 112 Quick—L. Hardy .......0+-0++-8l 


Horse. 
Frittle Circle—Pollard .......--- 
Pharamaid—B 

At Rockingham. 


urns . pe0ee se cee 
vo eee eeteceee ee 

1—vVictortum, Alcorah,, Rose Path. 
2—Trigting, Traffic Judge, Suspicious, 
wful, Lovite 


aT g 
110 Paddock—Pikor . : 
THIRD RACE—$800, claiming, tw 
olds, five and one-half furlongs: 
Miss Boss—Pcrter owessscéocevae 
1 Mad Bull—Snyder * ee sesese ssn 
Uniaw ful—Peters @eeeeeeaeseeeee 3-1 
05 Charch Callk—Young ...........230-1 
River Rose cocvceee Scratched 
Lovito—Rosengarten eeeseeeser .10-1 
hb—Haines . errr re, 


Masked Revue—Landotet 


ee se ceees Scratched 
Maria—D yer ¥eunececcevsae 


. A. Gmith ..........5-1 
Martinez cheeoe seed ene 


104 Clinton ...... 
FIFTH RACE—$700, 
one up; six furlongs: 


iigaptariipsphae se . 

Aga San—Lake + “we keecss Ok 
Ow wceccecee. Seratched 
ched 


-. 2-1 
. -B%-1 
oo. del 


108 Cari B.—Critch 
SECOND RACE—8$800, claiming, 


year-olds, six 
Uptodate . . e*®*eeee . Seratehed 
Easy Flight——Mauro weees cues 
bMannie—L. Hardy eeeeteoenese® 6-1 
aHidden Dust—Calvert . 3-1 
Motley—R. Fisher ese 
aLady Flinders—Poliard . 
Kevito . 
aple Hussy—Montgomery .....12-1 
ttractloa—G. Smith 2- 


foober * es a eee. eee 0s . 
98 Almadele Jr.—Sebastian .. ... 
Eliera Scra 


Rad 
Palasa—Lynch ee ef@e e088 @e 
6—Kiein entry, Clothe, Heward entry. 

ESTED POWER, Fiying Don, Flow- 
ery. 
8—Poliycee, Village Vamp, Bert John. 
At Woodbine. 


Roy 
FOURTH RACE— 
year-olds up, five and one-half furiongs: 
107 Monk's Star—\ all . wéecesscseedeue 
114 Indiantown—Young e@ e@@eeee8008 7-5 
112 Cabeu 


« se—Sage . coccccccccce Ok 
113 Chain—Peters . 


109 Northern Spy—Ne bo ; 
Sweep—Matthews © © @- 


1—Ouragan, Smaliman 
2—-Bud Reyal, Ryan entry, 
— stle entry, Knock Stef- 
an dr. } 
Pan a —" - . os. gata ° 
cae . ioe , aYoung & Curre 
6—RAY ENTRY, Crofter, Live One, bErnst & Gorham Bros. entry. 


ear THIRD RACE—8$800, allowances, four- 
T—Modera Ace, Pewder Monkey, Fall) THIRD RACe ee ees: lack Hand—Lynch ’.......... 
Apr ' Lee Gol 


114 Boston Common—Dyer .. 

SEVENTH RACE—84600, ciaiming, four- 
year-olds and up, one mile and an eighth: 
110 Petronious Scratched 

Galahad—Greenwood 
River—Boganowski 
110 Yarnaliton—Dyer 
110 Lord PDean-—Stuller 

05 More ower—No . 

EIGHTH RACE—$300, claiming, three- 
year-olds and up, one mile and seventy 
yards: 

Garden Seat—Lowe 

Jake Milier—Leyland 

Lack Pie 
Pra 


ve ws@bedsecee sare 
WeTTUPCrTC CTT | | 
adeebececeesn™ 
10-1 
aWacoche—Landolt ...... 2 
bRoustabout—Robertson 
0 armion 


€. ee 
1—Commuaist, Scotch Queen, Witan. Scra bHigh Giee—Haines seceneecee setae 
tens TOR FORTER, Vanderebilt entry, Ramus—J. J. Smith .....000...3° ot 


8 
— ion Gunes Lazicanter—Poliard . ......+0+.0el eAdvising Anna—Corbett ......2%4-1 
on ae Maggy ee BR Bron Coughlin Saeieieat. mares 7 ee@eneetseeveef «1 eGold Signet—Peters 2%-l 
Al ’ ’ Red Vest—Mont nats aW,. C. Stroube and Corsicana entry. 
entry. - — bC. V. Whitney entry. 
ae ag Counsellor, Kulgnt or Ola. eMrs, Jack Howard and Coldstream en- 
ye oe . ’ 


polio, SIXTH RACE—$1200, the Postal, claim- 
i-—-Shasta Star, Bokie B, Retribution. 


ages, six furiongs: 
At Detroit. 


00 adudge Leer 


08 Clotheo—Rebertson eeeeetee Peon e 
alsiath—Rosengarten ....20.-08: 2-1 
bEbony Lady—Porter eee ws 
2——-Fasy Flight, Uptodate, Youag-Pearce Gift ef Roses—Peters @eeegee des 7 
entry. . 
3—Inferne Lad, Grand Champion, Pre- } Dabeon . 
fer, 
4—Young-Geary entry, Dokas, Moenseon. 


Projectile—Young ......esees0> 1 
6—-Fiji, Reyal Blander, Pari-Meteel. 


te 
Penthouse 
Judge G. 
Lionhearted— 
lier 


twe-year-oldas, six furlongs: 
Eddie J.—Pollard .. 
MeCarthy—Monatgomery ........-8-1 
Daacing Spirtt— Mattioli eeee0ee 8-1 
aRamrod—T. Hardy iene 1 


A seteoetves saan 


Several members of the Browns 
took advantage.of their holiday 
yesterday to visit the track, includ- 
ing Melillo, Hadley and Hemsley. 


Jockey “Tex” Wilson has _ de- 
parted for Linooin Fields with the 
string owned by E, E. Keller. 


Allegretto—Martinez 

Tecolote—Dyer eweweeee 
King Today—Machadeo 6-1 
Southiand Beile—Thidena eee 214-1 


At Lincoln Fields. 


WEATHER RAIN; TRACK SLOW. 


FIRST RACE—§700, claiming, three- 
year-olds and up, seven furlongs: 
gee 


doe King eeseeveeee® 

Canteron—McCown eeteseeeseee 4-1 

Walkalong—Keester eeeeteveeees 2-1 
berg ee . 6-1 


e*eee2? © ees 2%-1 
entry. 
claiming, three- 

year-olds and up, six furiongs: 
166 Strell Along 
Pegsgey J.—Critchfield 
Eva B.—Maure 
Broadstep—Mattioll 
Seme Good—Montgomery .. 


one mile 


Biack Hand—Lynch ..cceeesse: 5-1 
bGeld Signet . . Scratched 

7—-BLACK STOCKINGS, Bring Back, 
Star Brook. 


aKlein entry. 
bMrs, J. Howard-Coldstream entry. 
ENTH 
8—Luna Mica, Soeur Blanche, Ne Doubt. 
At Coney Island. 


SEV RACE—$1000, claiming, 
ae gr ene and : 
1—Chief Osceola, Little Mickey, Dark 
Hazard. 


ione-=iidiene 
1. Wray, an apprentice 
2——-High Quality, Pantaloons, Justina. 
ME, 


k under 
a — ~~ Pcontract to D. Howell, finished out 
f the small wooden auditorigy ° the money in his first appear- 
iermonte, who had turned his *"°e Of the meeting. He was 
on high society and millions **ride the long shot Corroon in the 
other fling at fisticuffs said: *°°o"d race. 
yas not in condition. Twé 
, it is not time enough to pre 
fter two years of not fight 
shall go back into training. 
itle, I shall win yet. I was 
urt tonight. I could hear the 
of nine, but my legs, the 
oo tired to lift me up.” | 
bout was staged with all the 
ood trimmings. Huge search 
criss-crossed in the sky and 
the street in front of the 
as on premier night at the 


106 1 RA 6-1 
SIXTH RACE—$2500 added, handicap, | 7 

one and one-six- | 103 On Sir—T, 
teenth miles: 


06 Mr, Jee . e% —— 


Fammer ..+.-¢ 
Crystal Prince—Westrope 
ornare Carvel Hali—Aubrecht 
Trainer C. Shafer is leading the/|104 Morpheus ....... ae oe . .Seratched 
trainers for the first nine days of| SHOOND RACE—§700, 


i geen twe- 
year-olds, five and one- furtongs: 
the meeting. He has saddled five| 99 Brilliant Queen—M 

Winners, 


Annarita—Young 
Vested Power—T, King . 
Morecen—Lyach ‘ 
Flying Don—Rosengarten . 
r—C¢ orbett ee 
A Patsyette, Fiew 
V BR pee _-* - three-year-olds and up, 
1|  4—Meteorle, Seb, Brown Witch. 
5—-Morning Fair, Smooth, King Kelly. d 
6—Ch 106 Guiding Light—Saunders ,........8 
104 Village Vamp—Picor .. 


- = 
—_— 


114 Balance 
108 St. Omer—Knigh 
EIGHTH RACE—$1000 claiming, three- 
ear-olds and up, one and one-eighth miles: 
erry Time, Sky Lad, Cactus Rose. aBahamas—Montgomery ....-->+: 
7—Hathy, Mastinip, Elwawa. Our Count—Maure .......: etue 
8—Sis Agnes, Marie Jean, Ruth Jelinek. : n—Calvert . a ) 


King 3-1 
At Aqueduct. 


1—Corinne Dailey, Gallant Prince, Es- 


a them SEVENTH on RA CE—$1000 claiming 
oo rn on : ome three-vear-olds and wp, one and three-quar- 


3—CANTER BOY, Nubs, Veronica C. Fa 10-1 
4—Faireno, Somebody, Good Advise. =e “ y OS ates 
S—Mertando, Flaming Light, Just Cap.|itt Bring Back—Dabsom .....-.0-. 8-8 

By Thunder Tone, Spanish Way, Pompo- Dunier—M ontgomery nates? 


At Lincoln Fields. 


eCowa verse sGol 


99 Carnelian—Gruber Sued eboccesss Ot 


RACING SELECTIONS 
By LOUISVILLE TIMES 


At Rockingham. 


1—Calgary Kay, Decorate, Victorium. 
2—Traffic Judge, Paddock, Suspictoes. 
3—Unknewn Soldier, Loevito, Masked 


Revue. 
» Cabouse, Kai-Finn. 
High Giee, Advising Anna, Wacoche. 


—St, Omer, Fiying Don, 
8—Bertjohn, Polly Cee, On Sar. 


At Havre de Grace. 


i—Witan, Commanist, Sun Laure. 
Star Porter, Dartie. 


Eight races are scheduled today, 


with post time for the first at 2:30. ene  F 


ooper 

Sam Alexander—Kacala .. 10-1 
Mr. Mack ..c.seeeese+.-- Scratched 
Fair Perdita ceciccecoece merntoned 
Trade -gcevceeseoc. .eereeenes 
eee. - Scratched 
~atasee 
15-1 


Fairmount Pree, reas, 
Selections 07 ee tea: we s 


By LOUISVILLE TIMES. or 


+ on mem 1—Wailkalong, Canteron, Bag Smasher. 
i—Elegant Miss, Tipover, Char- 
lie H. 
Keester @eeeeeeoe @ 6.1 


"EuiaWentens .... 2—Levesick, Myrtie Brooks, Brilliant 
eeeeee - Scratched 'S—Cor Al, fanaa. Wooly, Vest. 

f > rn » nnie Marita. 
2—Viadimir, Wig Rose, Justice B. eee S—DANCING. DOLL, Hasty Glance, 
: 3—Bill Lutz, Monkey Shine, Penu- notes * er S| gy Sates chien, Auten ee 
ous, Hamiiton— eee teeeteose 

4—Gallopctte, Almadele, Alamae. 

5—Captain Joy, Almadel Jr., Pre- 
ferred. 

6—VINOIR, Northern Spy, Bos- 


try. 
tor. Common, 


1—Chrysost B Maffin, Lilitan Z. 
ponent As “peng Beraing Feet. 

—— Dean, Wild Laurel, Weod 

iver, : 


MOST PROBABLE WINNER—Star 
Porter. COLLYER’S SYSTEM HORSE— 

8—Peut House, King Today, Alle- 
gTetto, 


Vested Power. BEST PARLAY—Vested 
Pewer, My Counsetior, Ouragaa, TO WIN. 
§—Googie, Jack Murphy, Byphar. 
By COLLYER. 


At Aqueduct. 
First race, purse $1000, conditions, two- 
year-olds, seven furlongs: 
Alaric 
i—Elegant Miss, Moving Clouds, 
Empress Yvonne. . 
2—Our Pride, Justice B., Primer. 


weeeeA@7 Alberta ...... 
3—Monde, Normahal, Roycrofter. 


106 finity eevee r eer . ° tehed ee 
} Esposa 102 Deserter ... 
106 Te Arter—-Meet Ey .115 World Series . 
4—Almadele, Alamae, Miss Mas- 
cara. ’ 


one-bal ] 107 . 
. 412 ee 106 Steponitt Lad—McManus ......- . 16-1 
SECOND RACE—$800, claiming, three- 
year-olds and up, six furiongs: 
j eee 6-1 
S—Heavy Sugar, Captain Joy, 
Getalong. 
6—Barcadi Sweep, Elcidio, North- 
ern Spy. 


06 High Terque—M Loose yo 
i—Petronius, Lord Dean, Wild 
Laurel. | 
’—TECOLETE, Allegretto, Luck 


Piece. 


Arran » 
Woely West-——Cowley ee é aes ene 
ar Dimes— 


re boat Races 
ature Carnival 
River Sunday 


102 Fretful—MattioN eee e@eteeaeste 
101 Brass Buttons—Mauro ... 
108 Souver Blanche—G, Smith 


At Havre de Grace. 
WEATHER CLOUDY; TRACK SLOPPY. 
FIRST RACE—$600, claiming, two-year- 

ids, six furlongs: 


Even 
Scotch Queen—Reid ar 
Jobakheta—Merritt eeeeeeeetesr 
ure—Seabo . 


Sun L eink oe 
Seratched 


6——-Miss Snow, Sun 


Apolio. 
j—Retribuetion, Bokie B., Airway. 


At Woodbine. 


1—Smaliman entry, Stealingaway, Wise 
Anne. 
2—Happy Finu, Pharenough, Dedication. 
3——Knockenarrigan, Rock Lad, Winoya. 
4——EPICURUS, Leo D., Cudgeidru. 
5—Shady Well, Chrysmute, Chastity. 
G—Meridian Queen, Mrs. Foster, Lindsay 
qa—Modera Ace, Fall Apple, Dark Missién 


A 


At Coney Island. 


1—Gay Hastings, Dark Hazard, Sweepen. 
2-——Pdntaloons, Feseh, Parade Step. 

3——Patsyette, Dusky Dame, Deima Dunn. 
4—BY PRODUCT, Counsellor Crane, 4a 


uvenet, Deemster, Morning Fair. 
Time, My Btaze. 
first entry, Hathy, Hastinip. 
S— Sis Agnes, Ruth Jelinek, Squall, 


a 


At Detroit. 

Way, Aga San. 
Attraction, Kevite. 
Grand Champion, Ra- 


dboat racing will be one of 
atures of the day’s racing to- 
at the carnival of the In- 
Yachting Association, to be 
n the Mississippi. The ass0- 
has offered a trophy for the 
ters. 
e speedboat race will be the 
aughters of Harry Reimawy 
girls, though novices in th 
game, are considered experts. 
ther feature is expected to be 
urn of “Red” Niemeyer and 
»pe Jr., finishing their trip to 
and return. They are trying 
e the round trip in 18 hours- 
ade of the yachts, with @ 
for the best decorated, will 
ete the program. 
boats entered in the carnival 
open to inspection by the 
at 1:30 p. m. tomorrow. Fy, 


Jo White From Georgia. 

© White, Detroit center field- 
like Ty Cobb from Georgia: 
bases with the daring of the 
4 and covers plenty of the 


They're Off! | 


irmount Park 
--Races Today-~-8 


Handicap Feature 
irst Post, 2:30 O'Clock 
usses and Service Cars 


ct to Track From Eads 
Bridge Ta, 


5 year-olds and up, two miles: ; 
Jungle King ....132 National Anthem 135 
Tanaringa ,.....140 
Third race, purse $900, claiming, two- 
: ear-olds, five furlongs: 
Soc ae ‘ie Barly Dawn ....113 wee Tune .....110 
109 b y—RHaas eoeeeeeereeeeetes ° efiber ....+..112 Canterboy a Be aa 6-1 
eee Farm gg A John Marsh on Back ...111 Nubs .........118 
. rs. John Marsh | 
entry. 


Distracting .....106 Antarctic .....-108 4-1 
SIXTH RACE—$1000, three-year-olds Cc. ... 


an Fourth race, purse $3000 added, three- = BP ty be: 

up, seven furion 

= wil turkey—J. King 
McCown . 


, - 


107 Dancing : 
102 aSouth Gallant—Keester 


year-olds and up, one and one-sixteenth 


Fiat Bret _..2-100 Dark Winter ...115 
Somebody .....-104 indian Runner .120 

atch Him .....119 Good Advice ...118 
Faireno ....--+121 Good Goods ...104 
Lady Reigh ....104 Caesar’s Ghost ,.110 

Fifth race, purse $900, claiming, three- 
year-olds and up, six and one-haif furlongs 


ace): 
—-.- : *Hernando .....112 
ing Light ..106 


seen Dale ..,.106 
ueie Buirit -.,.107 Pindud .....-+-102 
Sixth race, purse $900, claiming, three- 


year-olds up, one mile (substitute 4 
‘el a ceae naan 4-1 


race): 
1 atch ..111 Ovalette a . 
eeeeeveveaecer” a a ~ecuae Apprehensive eee 06 ealnck Gitt-_Ne bo ase sans onten 
Sr lA agg .107 *Thundertone ... Rena yee teh 
* Five 


Ee Che 8-5 
6-1 

1—Hoptoit, Maz 
S-1/ 3—Easy Flight, 
3—Inferno Lad, 


116 Dark Ho 
110 Kate—Merritt 


tos Miah Pride—Keester 
"s eee? . 
b-Creech 


a-Audiey entry. entry. 
on RVENTH RACE—$700, claiming, three- 
e .. -Serateched 


eevlee &@ @ La 
Spe dieeemee .) 


cera e:, EE ‘ 
By the Railbird. 
l—Raffle’s Problem, Miss Ber- 
Wyn; Elegant Miss. 
‘—Justice B., Primer, 
Khan. 
‘~BILL LUTZ, Raffle’s Chance, 1 
Roycrofter. 
4—Sid Lea, Princess Carolyn, San- 
ta Cruz. 
5—Getalong, Capt. Joy, Preferred. 
6—Barcardi Sweep, Boston Com| 14, prince 
mon, Vin Notr. 107 Adelaide ae 
‘Galahad, Wild Laurel, Wood |115 Lootte st —McCown ......2'4°1 
River, 04 Piatinam de seccceces -Seratened 


’—Southland Belle, Allegretto, eae: 
Jake Miller. Scratched 


ae ane nee cea 
enn 
Needs New 


Rackfield. rare ah 
All of the regular backs and encs Coast League Results. 
of the 1933 St. Johns College ‘eam!  ponywood 10-3,  ortiand 3-6. 
Fraduated in June, and Coach Tody 


Missions 9. Seattle 3. 
, Los Angeles, ©; 
Riggs te looking te the freshmen iene, ps 
Class for replacements. 


" Brown Twig—J. Renick eerceete 20-1 
aSpecial Agent—No boy eeeoee? 6-1 
BRalladier—Meade eectevseeveeee8? 2-1 
Sun Erin—Lauther Co pee e6 eel 
iek—H 6- 


B Bring Back, Donday. 
i= ped Asien” Rye, Brass Buttons. 


At Aqueduct. 

—Gallant Prince, Alaric, Old 

1—SONGLE KING, National 
Da Whea Back, Nubs. 

a rend Advice, Fatreno, Indian Run- 

net; —Hernando, Line of Fire, Flaming 


Nancy 


Story. 
Aathem, 


@eeteeeveveee"* 
eseeeee eee” 


...108 Pomposo 


apprentice allowance 


med. 
ercather clear; track fast. 


—— Ooo 
Maryland Heights vs. Vigus. 
The Fiorissant Valley League 
champions, Maryland Heights, will 
play the Vigus nine tomorrow at the 
Wee Fee Garden diamonds, located 
on the Fee Fee road and Creve 
Coeur Electric Line. The Maryland 
Heights Cardinals and the Creve 
Coeur Girle open the program in 3 
softball game at 2:30 o'clock. 


oe 842530325388 


5—Hasty Gian me, Board . 
tree entry. 6—GOLDEN way, Late Date, 
FIFTH RACE—81000. the Hollybeach Lillian &., Chrysostom, 


Handicap. tarec yor rode and up, one 
114 New Deal—Areare debe veeeesee™ 


Sen 
games 11 ind )» 


’ |Patsyette 


King Fare.i:11b 


Siskin. | Ch 
Hoosire’s 


potpourri, already containing more 
features than any one fan can suc- 
cessfully digest, was enlarged today 
to make room for football. 

The fall game made its seasonal 
debut, from one coast to the other, 
although the offerings were of mi- 
nor interest. Theoretically, early- 
season games are nothing more 
than warm-ups for the big trams, 


but the first day of the season sel- 
dom has failed to produce an upset 
of some sort. Just where the light- 
ning was going to strike this time 
none could tell. 

On Pacific Coast. 

The Pacific Coast Conference's 
representatives, as usual, were 
among the early starters. Southern 
California, the University of Call- 
fornia at Los Angeles, better known 
as U. C. L. A, and Oregon State 
all had doubleheaders booked for 
the day, while Stanford, Oregon and 
Washington State thought one game 
was enough. Southern California’s 
foes were Occidental and Whiitier; 
U. C. L. A. was to tackle Pomona 
and San Diego State, and Oregon 
State met Willamette and Pacific. 
Stanford, Oregon and Washington 
State confronted San Jose State, 
Gonzaga and Whitman, respectively. 
Gonzaga figured to extend Oregon. 

The “upset” zone, the Southwest, 
found Texas opposing Texas Tech., 
Texas A. & M. playing Sam Hous- 
ton Teachers, and Southern Metho- 
dist seeking to avenge last years 
7-0 setback by North Texas Teach- 
ers. Montana State and Brigham 
Young were booked for a Rocky 
Mountain Conference game at Great 
Falls, Mont. 

Virginia Poly and Roanoke, 
Clemson and Presbyterian, Ken- 
tucky and Maryville, Washington 
and Lee and Wofford, and Rice and 
Loyola of New Orleans were the 
principal pairings in the South. In 
the East, the schedule was headed 
by Holy Cross and St. Anselm, West 
Virginia and West Virginia Wes- 
leyan, and Manhattan and St. Bona- 
venture. 

Reversals of Form. 

Although today’s combatants had 
no foreknowledge of where an up- 
set might develop, Auburn’s Pluins- 
men and Drake’s Bulldogs found 
themselves victims of form rever- 
sals before the campaign couid get 
into full swing. Auburn, Soutneast- 
ern Conference member, bowed to 
Birmingham-Southern last night, 
7—0, while Drake, long a power in 
the Missouri Valley Conference, was 
— to a 66 tie by Simpson Col- 
ege. 


iin 
a 


At Coney Island. 


First race, purse $600, claiming, two- 
year-old maidens, colts and geldings, five 
and a haif furlongs: 
Jer Ww 108 Clive 108 
Imigert 8 *Little Mickey. .103 

Blondsure -108 
Balcona 108 *Reptelle ..... 
Highland Downs.108 Excavator .....108 
Gay Hastings...108 Silver Bilue.....108 

9 American 
Emlem 11 
.-108 Mister Bob..... 
.108 


Second race, purse $600, claiming, three- 
year-olds and up, six furlengs: 
Earl Baker.....115 Justina ........112 
«+105 
1 


Sea Eagle.....106 *Genie Jr... 
Parade Step....111 *Alkali .......110 
Breech ....cccse106 *Tommy ....... 
Service Man.,..101 Pantaloons ..... 
Sport Marvel....111 Jefferson 
*High Quality...101 *Stallman .....11 
Jolly Miller.....111 
Third race, purse $600, claiming, three- 
year-olds and up, six furlongs (chute): 
Dusky Dame,..108 *Princess Ivory..102 
112 *Flowery Lady. 
Pleasure Toy....108 C 
*St. Jessica..... n 
*Delma Dunn...107 Silverdale 
Royal Sport....111 Thistle Ace 1 
*Deferred .....107 Hed Polly...... 
*Silver Wave...103 
Fourth race, purse $600, claiming, three- 
year-olds and up, six furlongs: 
Byproduct 110 Meteoric .......110 
Counsellor Crane.112 Rolanda 05 
CHOW cccccvccccchss Briem Lad....110 
Ridge Mor......111 *Jaz Age.......105 
Brown Witch.,..105 
Fifth race, purse $600, claiming, aree- 
year-olds and up, one mile and an eighth: 
MD <6 cccecke Ee § «anc ene 
*Chauvenet ....112 *Buddy Aoplis...112 
---414 *King Kelly.....112 
y . 100 Whymask ......117 
*Morning Fair...100 
Sixth race, purse $2000 added, three- 
year-olds and up, one mile and a sixteenth: 


Sky 11 
Seventh race, purse $800, two-year-olds, 
pee furlongs (chute): 


Td ..ceeees-11l1 Beaver Dam....105 


Vote Boy.......110 First Entry 113 


116 Merry Go Rouwnd.101 
wa. 115 


year-olds and up, one mile and a sixteenth: 
109 


Fair Cynthia. . 
da 1 *Marie Jean....104 
* Squall ee *Ruth Jelinek... 
*Julla Irene....101 Alltof .........108 
*Apprentice allowance claimed. 
Weather clear; track fast. 


SCRATCHES, 

1—Gay Hastings, Prince Fluz, Excava- 
tor, Silver Biue, American Emblem and 
Mister Bob, 2——Service Man, High Quality, 
Pantaloons, Jefferson, Stall Man and Jolly 
Miller. 3—Pleasure Toy, S8t. Jessica, De- 
ferred, Thistle Ace and Red Polly. 5— 
Morning Star. 6—Cherry Time. 7—Happy. 
8—Backward Never and Alltol. 


FAIRMOUNT WORKOUTS 


FAIRMOUNT PARK, Iil., Sept. 22.— 
Weather cloudy, track muddy. Toeday’s 
workouts: 
THREE FURLONGS. 
. 141b Piay Shoot 
"s 


Slieve 
738 1-5h Pride. ... 
338 4-Sh Powder Biue 


39h 
FOUR FURLONGS. 
Sauce :57 3-5b 


er 
:65 4-5h Seth. eee 
:54 3-Gh Cokel... 


FIVE FURLONGS. 
a «Atl 3-5b 


138 4-5h 
7400 
:38h 
54h 


:55h 
355 3-S5D 


Slouchat. .1:24b 
um eee 1:26 4-5b 
ONE 


Pree surning Feet, Adeiaite A. Lounges. | 


Jack... .1:149 1 


scheduled to play their annual 
games against the freshmen, while 
the stiffest scrimmages of the sea- 
son were ordered in the other 
camps, Starting with Monday, when 
ali squads will be on a one drill 
a day routine, rosters will be pruned 
down to those who look good in 
today’s examinations. 

Battle plans will get underway 
in real earnest next week among 


ithe six teams which open their 


seasons a week from today. North- 
western appears to have the tough- 
est opening day assignment, meet- 
ing Marquette at Evanston, In- 
diana meets Ohio University, al- 
ways a hard nut for the Hoosiers 
to crack, and Minnesota meets 
North Dakota State College. Chi- 
cago will warm up on Carroll Col- 


lege, Illinois meets Bradley, and |% 


Iowa tackles South Dakota. 

Between rain and tomorrow’s 
stiff assignments, most squads got 
off easy yesterday. At Ohio State, 
however, Coach Francis Schmidt 
gave his Buckeyes a taste of ev- 
erything in the catalogue, winding 
up with scrimm&go. Rain drove 
Wisconsin and Yowa indoors, both 
engaging in dummy scrimmage and 
signal drills. 

At Minnesota, Bernie Bierman 
again was dissatisfied with his vet- 
erans. The reserves bottled up the 
varsity offense most of the session 
and Bierman was sharp in his criti- 
cism of the latter group’s blocking. 
Coach Bob Zuppke had the fresh- 
men and varsity squads together for 
a brief dummy scrimmage, but de- 
voted most- of the period to trying 
out place-kicker prospects. 

Purdue spent another long session 
on Noble Kizer’s new “cross shift,” 
with Jim Carter getting away for 
sizeable gains in spite of treacher- 
ous footing caused by a steady 
rain. At Chicago, Jay Berwanger 
got away for two touchdowns 
against the reserves in the first 
game scrimmage on the midway. 

Bo McMillin, at Indiana, found 
that too many spectators were slow- 
ing up work and locked the gates. 
Michigan’s warriors were given an- 
other long session on fundamentals. 


FUNERAL DIRECTORS 


Central 
JOHN P COLLINS & BRO., INC. 


928 N, Grand. JEfferson 0554. 


North 
MATH. HERMANN & SON 


FUNERAL DIRECTORS, 
FAIR AND WEST FLORISSANT. 
COLFAX 0880. 


~ WM. F. PASCHEDAG 


2825 N. Grand, FRanklin 2142-4743. 


A. KRON UNDERTAKING CO. 


2707 N. GRAND. FRANKLIN 0200. 


South 
Wacker -Helderle Und. Co. 
, 


Chapel. 
2331 8S. Broadway. 


Chapel. 
3634 Gravois. 


CEMETERY LOTS 


CEMELTER LOTS—6, Oak Grove, Glendale 
section: sell] cheap. LAclede 6720. 


Monument Co. 
Opp. Sunset 
Burial Park, 

on Gravois 


DEATHS 


BACHMANN, CHARLES GEO. 
BUCKMAN, SARAH ANN 
BURRINGTON, RAY GROVES 
BUXWELL, CHARLES JOHN 
CIURA, MARIE 

DOLDE, MARTIN C. 
DRAWE, HERMAN 
FESLER, WILLIAM. 
GREMAUD, FELIX V. 
HINES, CAPT, THOMAS A. 
INGLIS, SMITH FANNIE 
KLAUSING, JOSEPHINE A. 
MATHIAS, BERNARD 
O'LEARY MARY 

PURTLE, JAMES H. 
RAINEY, PATRICK J. 
TWITCHELL, DR, ROBERT 
MAYER, DORA ENGEL 
NOTTELMANN, HENRY W. 
VREELAND, EMMA M, 
YORE, MARGUERITE L. 


[ DEATHS | 


BACHMANN, CHARLES GEO.—3734 Min- 
nesota av., Fri., Sept. 21, 1934, 9:35 a. m., 
beloved husband of the 
mann (nee Praechter), 


dear father 


father-in-law, 
in is 


from Wacker-Helderle Chapel, 
Sept. 24, 3 p. m., 


dear 
and uncle, 


F. Bachmann, our 
brother, brother-in-law 
69th year. 
Funeral 
3634 Gravois av., Mon., 
to Sunset Burial Park. 


BUCKMAN, SARAH ANN (nee Welsh)— 


Sat., Sept. 22, 1934, 9:50 a. m, wife of 
the late Oscar Buckman, dear mother of 
William F. and Oliver G. Buckman, our 
dear mother-in-law, grandmother and aunt, 


age 80 years. 

Remains will lie in state at Baumann 
Bros.’ Funeral Home, 2504 Woodson rd., 
Overiend, Mo., until Mon., Sept. 24, noon, 
thereafter at the Overland Presbyterian 
Church, with services the same day, 2:30 
p. m, Interment Valhalla Cemetery. 


BURRINGTON, RAY GROVES—On Fri., 
Sept. 21, 1934, beloved husband of Alma 
Blank Burrington, dear father of Ray Jr. 
and Dale, devoted son of Fred and Laure 
Burrington, our dear brother and dvrother- 
in-law. 

tg Me funeral from the Alexander 
Chapel ter. 

arrensburg, Mo. papers please copy. 


Entered 


CHARLES 
into feat’ Sept. 21, son of 


Catherine Buxell, dear 
and Rose M 


arie. 
Funeral from Fred M. Williams’ Pariors, 
4535 Washington, Mo., Sept. 24, 2 p. m. 


J00N — 
1934, dear 
brother of 


1934, belo 

daughter of Catherine and Anthony B 
dear sister of Esther, Irvin and 
Bianchi. 
Roberts’ Pariors. 


Remains in state at 
1905 6. Grand bi 


late Susie aay 
o 
Charles P., George J. and the late Adolph 


lip, 
Pesier, our dear father-in-law, gr 
and uncie, at the age of 83 years. 
Funeral from Weick Funera!l Home, 
2201 3S. Grand bi, Mon., Sept. 24, 2 p. m., 
to Old St. Marcus Cemetery. Deceased 


was a member of Pioneer cemperegs Re- 
wee, soe Time Fishing Club and m- 


GREMAUD, FELIX V.—Valiey Park, Mo., 
entered into rest suddenly Sept. 21, 1934, 
dear husband of Mary Gremaud (nee Mc- 
Nally), dear father of Eugene A., Gear 
son, brother and uncle, in his 47th year, 
Due notice of funeral later from Koch 
Parlors, Fenton, Mo. 


HINES, CAPT. THOMAS A.—Fri., Sept. 
21, 1934, beloved husband of Jennie Hines 
(nee Jansen), dear father of Evelyn Hines, 
son of Mary Hines, our dear brother and 
son-in-law. : 
Funeral from Peetz Funeral Home, La- 
fayette and Longfellow bi, Notice of time 
later. Deceased was & mem of Master 
Pilots’ Association. 


INGLIS, SMITH FANNIE (nace Ennis)-— 
4926 Columbia av., entered into rest Fri., 


Aegerter, 
der Inglis and the late Rose Spiess and 
Jack Smith, our dear sister, aunt, mcther- 
in-law, grandmother and great-grandmoth- 
er, in her seventy-seventh year. 

Funeral from Schnur Funeral Home, 
3125 Lafayette av., Mon., Sept. 24, 2 p. 
m. Interment at 3t. Paul's Churchyard, 


KLAUSING, JOSEPHINE A. (neo Gerde-~ 
man)—4366A Gibson av., entered into rest 
Fri., Sept. 21, 1934, 2:25 a. m., dear wife 
of Henry Kiausing, our dear sister, sister- 
in-law and aunt. 

Funeral from Schnur 
3125 Lafayette av. Time later. 
ment Valhalla Cemetery. 


MATHIAS, BERNARD—Entered into 
Fri., Sept. 21, 1934, 7:15 a. m., dearly 
loved father of Mrs. Margaret Straus (nee 
Bruns) and Elizabeth Kraft (nee Albers), 
dear father-in-law of John Straus and Mary 
Bruns, our dear grandfather and great- 
grandfather, at the age of 95 years and il 
months. ' 

Funeral Mon., Sept. 24, 8:30 a. m., from 
Koch Chapel, 3514 N. 14th st., to Holy 
Cross Church. Interment Calvary Cemetery. 


MAYER, DORA ENGEL—wWed., Sept. 19, 
1934, beloved wife of the late Max Mayer 
of Butte, Mont,, dear mother of Bert and 
Ed C. Mayer. 

Services at the Rindskopf Chapel, 5212 
Delmar bl, Sun., Sept. 23, 9 a. m. Inter- 
ment San Franciscy, Cal. 


NOTTELMANN, HENRY W. — Sept. 20, 
1934, 10:40 p. m., husband of the late 
Emelia Nottelmann, dear father of Walter 
F. and Arthur W. Nottelmann, our ilear 
father-in-law, brother, brother-in-law, 
grandfather and uncle, age 75. 

Remains at residence, 2819 Minnesota, 
until Mon., 11 a. m. Funeral same day, 
2 p. m., from St. Paul’s Church, Giles and 
Potomac, to New St. Marcus Cemetery. 
Deceased was a member of St. Paul's 
Brotherhood, 


O'LEARY, MARY—Fri., Sept. 21, 1934, 
dear sister of Nellie M. and Julia HE. Fere- 
riter. 

Funeral from residence, 
Notice of time later. 


PURTLE, JAMES H.—3311 Williams pi., 
entered into rest Thurs., Sept. 20, 1934, 
dear father of Cecil H. Purtle, our dear 
father-in-law and grandfather. 

Funeral Mon., Sept. 24, 10 a. m, from 
Drehmann-Harral Chapel, 1905 Union DL, 
to Hiram Cemetery. Deceased was & mem- 
ber of St. Louis Lodge, No. 2, K. of P, 

Denver (Colo.) papers please copy. 


RAINEY, PATRICK J,—5716 N. Broad- 
way, Fri., Sept. 21, 1934, beloved husband 
of Savine Rainey (nee Knight), son of the 
late Patrick and Margaret Rainey (nee 
Tannenon), brother of Thomas and Mary 
Rainey, Mrs. Nellie Baughers and the late 
John Hainey and Margaret Collender. 

Funeral from the parlor of the Harri- 
gan and Sheahan Undertaking Co., 4415 
Washington bi., Tues., Sept. 25, 8:30 a. m., 
to Our dy of Perpetua! Help Church. In- 
terment Calvary Cemetery. 


TWITCHELL, DR. ROBERT ALEXANDER 
—611 N. 9th st., East St. Louis, entered 
into rest Fri,, Sept. 21, 1934, dear husband 
of Laura Twitchell, dear father of Ouida 
Twitchell Gillen, dear brother of L. F, 
Twitchell, Dr. B. E. Twitchell and Dr, 
J. W. Twitchell, dear grandfather of Laura 
Ouida Gillen. 

Funeral from the Kurrus Funeral s.ome, 
2525 State st., East St. Louis, Mon., Sept. 
24. 11 a. m, to St. Paul's Episcopal 
Church for services at 2 p. m. Interment 
Mount Hope Cemetery, Belleville, Ill. De- 
ceased was a member of St. Clair County 
Medical Society. 


VREELAND, EMMA M. (nee Miller) -——- 
Formerly of 532 Wilmington, Fri, Sept. 
21, 1934, beloved wife of Henry M. Vree- 
land, dear mother of H. R. Vreeland of 
Tulsa, Ok., and Gladys Vreeland, dear 
mothef-in-law, grandmother, sister, sister- 
in-law and aunt, ‘ 
Funeral from Hoffmeister Chapel, 5624 
8. Compton, Mon., Sept, 24, 2 Pp. m., %@ 
Odd Fellows Cemetery. Member W. B. As 
No. 105 and Magnolia Chapter No, 375, 
Oo. E. 8. 
YORE, MARGUERITE L.—Entered inte 
rest at Milwaukee, Wis., Fri, Sept. 21, 
1934, dear sister of Mra. William Stein- 
hoff 


ott. 
Funeral from the Mullen Chapel, 516% 
Delmar bl. Due notice of time. 


[PERSONAL _| 


SEALED PROPOSALS 
OA A 
. . LOUIS 
“ HF ne an, 00k St. Loula 
NOTICE NTRACTORS 


Funeral Home, 
inter- 


rest 
be- 


4714 Kossuth. 


co 
Sealed proposals will be received at the 
office of the Building Department of 
ot Education of the City of St 


tions, 
Commissioner of §chooil Bulld 
Letting No, 
3636 Peter Herzog School 
Plans and specifications may be 
at the office of the Building De 
of the Board of Education, 91 
Street, St. Louis, Missourt 
The above is a limited advertisement. 
A —— copy appears in the St. Louls 
Daily Record of September 19th to Sep- 
tember 29th, lnetuetve. a 


RNEST T. FRITO 
Commissioner of School ol Buildings. _ 
SPECIAL NO 


A » & a e 
of 4318 N. 20th .. City of St. Louis, 


State of Missouri, do hereby give no- 
tice that I will not be res le for 
any debts contracted after by 


m if. 
ee ,UST P. HAECKEL. 


cept 
(Bigned) AUGUST 
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ST. LOUIS 
POST-D OS): 


| 


tes, courteous servi Anywhere. 
Maryland Hotel Bus Depot” 9th and Pine 
rr 


LOST AND 
___FOUND 


Articles lost or found published 
in this column are broadcast 
over Station KSD the following 
morning. 


. 


Miscellaneous Lost 
BAG—Lost; .lady’s, black leather, contain- 
_ing money and key; notify Usona Hotel. 
FOLDER—Lost; containing papers; value 
to owner; vicinity 5876 Page; reward. 
MU. 4513 
LICENSE—Lost; truck, Monday, No. 38- 
132; tail light. MAin 3840. 
QUILTS—Lost; and ready-cut quilts, pat- 
terns, materials; Friday; liberal reward; 
no questions asked. Box E-8, P.-D. 
VEST Lost—Brown and fraternity pin; re- 
ward. HI. 9396. 


Dogs Lost 
BIRD DOG—Lost; white, brown; 
pled; Andy; reward. EV. 5186 


BLACK, TAN DOG—Lost; male, 1 year 
old; reward. 6103 Arsenal, HI. 9600. 


crip- 


BOSTON BULL—Lwst; young, male; black 
and white; toenails painted red; reward. 
CA. 1557M. 7331 Northmoor. 


CHOW—Lost; black; has poor coat; name 
Teddy; last seen South St. Louis. COl- 
fax 3909W. 22C1 University. 


DOG—Lost; male, black, white nose, 
breast, feet; ‘“‘Mickey;’’ reward; mou 
1 foot jerks, spasmodically. ST. 2404. 
DOG—Lost; male; curly; black, white face, 
breast, feet; reward. COlfax 1042W. 


ENGLISH TERRIER—Lost, strayed, vicin- 
ity Water Tower; black and white; named 
Boots; friendly; reward. CO. 6323J. 


FOX TERRIER-—Lost; male, white, black, 
brown spots; child’s pet; Spotty; reward. 
4807 Terrace. FLanders 3361. 

PEKINGESE—Lost; Aug. 30; small red- 
dish brown male; $25 reward return; 
$10 for information. Tobey, JE. 4030. 

SCOTCH TERRIER—Lost; black; male; 6 
months; ‘‘Skippy;’’ reward. CO. 4937M. 


TOY BOSTON BULL TERRIER—Lost; fe- 
male, 12 inches high, seal color with 
white neck, feet; reward. CAb. 9245. 


WIRE FOX TERRIER—Lost; male, black 
and white; Skippy; reward. 7103 Water- 
man. CAb. 4343. 

Jewelry Lost 


BAR PIN—DLost; pearls, 1 diamond; keep- 
sake; reward. Box O-350, Post-Dis. 
PERSON who found 2 rings at night club, 
9300 Natural Bridge, Sat. night, please 
return; receive reward. Keepsake. COl- 
fax 8813. 4007A West Florissant. 

TIE CLASP—Lost; initials W. S.; $5 re- 
ward. PArkview 1029. 


WRIST WATCH—Lost: lady’s white gold; 
F. M. B.; reward. REpublic 2599. 


WRISTWATCH—Lost; lady’s, white gold; 
diamonds; reward. CA, 1159W. 
Found 


FOUND BY POLICE 
1ith District—-Tan Buckskin bag. 
10th District—Bicycle. 

For further information call 
GILL, MAin 1111, Station 224 


MISS 
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PAPERING, painting; 


oe SEE THE HO 


BUSINESS 
DIRECTORY 


BRICKLAYING & TUCKPOINT’G 
PORCHES, garages, firep etc. ; 


CARPENTERS AND BUILDERS 


GARDENING AND SODDING 
BEST bluegrass sod obtainable; we carry 
a complete line of trees and shrubs. 
Foster, 4955 Delmar. FO. 7700. 
ECORATED rock, rock gardens, walls, 
fountains. Hohn, 4300 8. Kingshighway 


HARDWOOD FLOORS 


HARDWOOD or pine floors sanded, refin- 
— also bleaching, waxing, polishing. 
Duncan, 3273 Gravois. LAclede ors. 

W us to quote you on new or Oo d 

PI asin Woods, 4626 Shenandoah. LA. 8650 


_ HEATING 4 aa - negalegeg 


REPAIRS for eth aoe furnaces; 
cleaning and recementing. Mid City Fur- 


nace, 5405 Wabada. MU. 


CLEANING, rebuilding; all makes; guaran- 
teed. Smith, 3736 West Pine. JE. 6647. 


PAINTING 
PAINTING—Graining; any kind; reason- 
able. NRA. Knorr, 4549 Compton, 
Riv. 2362M. 


INTERIOR, exterior, new, Old; terms. Wil- 


liams, 3557 Vista. GRand 8296. 


PLUMBERS 


PLUMBING—Heating, sewers 
prices right; registered; bonded. 
Washington. Nichols, "ROs. 0085. 


RADIO SERVICE 


FOR dependable radio service call Show- 
poat, PR. 9010. 3004 8S. Jefferson. 


ROOFING WORK 


GUARANTEED to stop leaks: low price. 
Shaw, 1391 Blackstone. MU. 1368. 


WASHING MACHINE REPAIR 
EXPERT repairs, sergice parts; free esti- 
mates. Super, 1403 Salisbury. GA. 8333. 


STORAGE, MOVING, EXPRESS 
BONDED moving, low contract prices; re- 
liable white help. Von Der Ahe, FR. 
1605. 3734 Cozens. 


opened ; 
4531 


Saleswork 
MEN—Women; extracts, spices; 200 others; 
60-70 pcet.; pay daily. 4147 Delmar. 


XMAS CARDS—Best 


value 
sonals, $1. __Nickel’s, 119 


laces, reason- 
oa Eaton, 4119 Flad. GR. 0466. SALESMEN WANTED 
S FIXTURE SALESMAN—One of the 


ALTERATIONS—Porches, garages, repairs; 
terms, Fugel, 7207W Park. HI. 7333. 


HELP WANTED—MEN, BOYS 


‘ 


SEWING MACHINES 


SINGERS, $10 up; electric, $17.50 up. 


Parsons Putnam, 5175 Easton. 


boxes, 50 per- 
N. 7th. 


a 
fixture sales manager for ‘City of St. 
Louis and vicinity. Must be familiar 
with mechanical refrigeration, capable 
of making layouts. Also those who 
know the brewery trade desired. Must 
have automobile. Give particulars your 
experience and reference in . oe 
Interviews during coming will 


RO. 2809 sz. 


Cash Price Paid. FR FRANCIS. 


— 
flats, 
mn? 


arranged. Box H-242, Post- Dispatch. 


COAL SALESMEN—aAnd women, get or- 


ders easy with our prices; best connec- 


tion. 489 Arcade Bidg. 


HELP WTD.—MEN, WOMEN 


SELL Xmas cards, boxes 10c to $1. Dee- 


FURNITURE 
GRADE. CALL PR, 5721, 


WTD.—ONLY BETTER 


y 


MOV 
FURNITURE Wid. — 
AMOUNT, ANYWHERE. JE. 3844. 


WTD. — EXCHANGE FOR 
G OR CASH, Aid 1213. 


Zeal 


ROOMS FOR RENT—CITY 


; South 
ACCOMAC, ME gag ee i, 2 


SON Pe 10 Houkeeping room; 


real home; phone; near P. om. 
, 4119—2 eee rooms; rea~ 


sonable. LAclede 2 
3117A—Large 
optional; 2 men or case, GR. 4679. 
723. 8.—2 connecting, 


JEFFERSON, 3 
housekeeping; couple or girls. 

MIAMI, 3115—Hot water in room, quie t, 
separate entrance; gentleman. 


PARK, S61A-—_Sne" "= room; pri- 


vate home. GRan 


R ELL, wes = = unfurnished, 
yore decorated; steam heat; reasonable. 


3919—Gentleman mee pri- 
a cbar eeaee: reasonable. GR. 9034. 


West __ 


BOYLE. 19 N.—Light housekeeping rooms, 
complete; electric refrigerator, white sink 


ken, 2017 E. Grand at Water Tower. 


HELP WTD.—WOMEN, GIRLS 


GOOD PRICES PAID — 
Sunday and evening, CA. 5294. 


GArfield 6228. 


BEAUTY OPERATORS—Must be 


ENERAL MAID—Protestant family; two 


expert 
steady position if qualified; 


a: 
6 Call EV. 8815. 


others need not apply. 


AUTOMATIC REFRIGERATORS 


1279 Hodia- 


NORGE—Aimost new; $50. 
mont. 519. 


CA. 551 


adults; 2 young children; excellent ref- SEPRIGERATOR Neo =, : 
erence necessary. Box H-237, Post-Dis. eu > go - spt gay " ric, Be 


GiRL—Experienced cashier, capable taking 


retail grocery phone orders. Box A-248, 


Post-Dispatch. 


GIRL—wWhite; housework; references; stay 


on place. PArkview 3636. 


WOMAN—Middle age, for general house- 


work; more for home than wages. Phone 
CAbany 2186M. 


WOMAN—Housework ; 


salary, room and 


board, 1521 St. Vincent lane, County. 


Saleswork 


REAL SILK can 
876 Arcade Blidge. 


use 5 women at once. 


ROOMS WITH BOARD—CITY 


North 


CABANNE, 5070—Large 2d floor rooms, 
$3; oil heat. 

CABANNE, 5095 — One-room efficiency ; 
hot and cold water; conveniences. 

DE GIVERVILLE, 5830—Large beautiful 
south bedroom, joins sunroom, steam 
heat, shower, breakfast optional ; aa 
E GIVERVILLE, 5951—-2d north 
__ apartment, adjoins bath. RO. 0362. 


APARTMENTS FOR RENT 


Southwest : 
DELWOOD APTS8.—zZ e, 
this one over $45 for the most 


con- 
veniently located and best kept in county 


West 


ENRIGHT, 57xx—6 rooms 
water; $30: k Bh A210, >-D. 
ation: 


733 oS 
bed, stove heat; oe "HL 4690. 
RS » 1050—4 rooms, Spanish stu 
dio — reduction if 
Oct, 1. 
HAMILTON. 3i¢ 519—1i-3 floor, 
Frigid aire: range, heat; 


6041 KINGSBURY. 

Four rooms, bath, refrigeration; open. 
KINGSBURY, 5927—6 rooms; 
rooms); 3d floor; will decorate; $50. 


3902 ELL. 
Desizable 5 rooms, Frigidaire, range, h 
hot water; resident. manager. FR. 0496. 


taken by 
$35. FR. "3813. 
(3 bed- 


heat, 


WASHINGTON, 5947—Beautitul 5 rooms, 
redecorated throughout: $40. FO. 442s 
WATERMAN, 5528—7 rooms, sunroom, 

2 baths, Frigidaire ; garage. CO. 45313, 


tor service: reasonable rent. 


E STER, 579 
rooms, sun parlor, janitor: reduced; $35. 


ESTGATE, 7206 modern rooms, jani- 
WESTMINSTER, 5808 — 7 rooms, 3 bed- 


rooms; near schools: low rent. CA. 5149W 
rd west; 4 


ELM —-2 rooms, 4 men: 6 din- 
- ners; DELMAR, SiSSA- Bigs sie each $3 week. 
DELMAR, 4360—Clean and reasonable, 

__Single, and connect connecting. ing 

3—Newly furnished sleep 
jp — ng Mg 
HARVARD, 735—Nice room in private 
home; gentleman. CA. 7684W. 


HORTON PL, 6064—1 large front room, 
ist floor; sleeping or housekeeping. 


OREST PAR 


APARTMENT HOTEL 


Newly Decorated Apartments 
Furnished or unfurnished: 
reasonable rentals. 


West Pine at Euclid RO. 3500 


WEST PINE, 4035—Sleeping and 
housekeeping rooms; rent reasonable, _ 


LINDELL, 4260—Nicely furnished room, 
convenient to bus; homelike. FR. 1735. 


McPHERSON, 4612—Sleeping room, first 


floor, hot water, steam heat. 


—_—-— 


ST. LOUIS, 4067A—Single or double front; 
meals optional; cars; $2. 


50. CO. 83146. 


OLIVE ST. RD., 6740A—Room, private; 
breakfast; students. CA. 2362W. 


| OPPORTUNITIES | 


BUSINESS 


| TYLER, 1207-2 gentlemen, excellent ta- 
ble, 9946. 


convenient, CE. 


Northwest 


TAYLOR, 2533 N.—Warm room, 
meals; ” private home. 29W 


good 
co, 72 Aj 


BUSINESS FOR SALE 


Mest beautiful, well arranged interior on 
S. Gran 
full liquor license; 
equipment; 
lease ; 
season just starting; invoice price; terms. 

HARTMANN-HEINRICH. 


CAFE-TAVERN 


South 


d bi.; built especially for cafe; 
modern, substantial 
excellent community; good 


doing good business; big money 


CLEVELAND, 3816 — Nicely furnished 
__front; single; double; meals. PR. 6520. 
GONNECTICUT, 3536A—Front room; two 
gentlemen, twin beds; good meals, private. 


LAC, 2165. 


LAFAYETTE, 3200 block—Double and sin- 


private residence; excellent 


meais; garage; meals optional. PR. 3917 


niture in exchange. White help, FR. 4766. 


SQUARE DEAL bonded movers; reliable; 
very low price. 2747 Wyoming. _ GR. 6065 


WALL PAPER HANGING 
“FRIENDLY WALLS” 


Adds charm to the home that nothing ar 


can do; superior workmanship. 
Meyer, 3166 California. LA. 0824. 
PAPER HANGING, cleaning; neat, clean, 
reliable; union workman. E. Kappler, 
5124A Pennsylvania. RI. 7854J. 
special prices; 


esti- 


ROOM AND BOARD Wtd.—Near Grand 


private family. Box E- 


all electric re- 


beer and ocery stop; 
FR. 7261. 


er 
frigeration; South Side. 


DO you want to sell your business? City 
or country. 
GArf. 3120. Roberts. Marquette Hotel. 


See sales testimonials. 


ia oO. BONDED TIONERY—Across school; rooms, gle rooms; 
PEOPLE’S MOVING CO., BONDED CONFEC : 
Reliable and responsible; 4 experienced men bath, furnace; $350. 3977% Sarpy. 
to a van; by contract or load; piano | CONFECTIONERY—2 schools; good busi- 
moving and hoisting. JH, 5151, 3940 Cook ness; cheap; rent $12. 1819 8S. Ninth. and Arsenal: 
E. CRAWFORD, 3517 Cass, contract, fur- | DELICATESSEN and confectionery; good 212, Post-Dispatch. 


ROOM — Attractive private home, excel- 
_lent cooking; garage. PR. 1719. 


VISTA, 3536A—Nice large room, good 
meais; 


$5 and up. 


FOR SALE or lease, bakery, fully ee 
Only shop in a town of 2500. 
J-207, 


West 


Post-Dispatch. 


GROCERY, MEAT MARKET—South Side; 
fresh, clean stock, Frigidaire, 
other business, cash only. RI. 


BARTMER, 5843—aAttractive; unusual sur- 
roundings, 


board optional, PA. 6872. 


entering 
1293. 


BARTMER, 5726—Second floor, single and 
double; homelike; good meals. 


GROCERY, MEAT MARKET—Good busi- 


ness; quick sale. EVergreen 9365. 


CATES, 5024A—Room, board; single, $5; 
double, $4.50. 


POULTRY—Fine equipped, opposite Soulard 


[COAL & COKE 


TO BE graceful learn ballroom dancing 
Private lessons, daily, evening, Sunday. 
Adams Studio, 4614 Delmar. RO. 8844, 


Best Coal Priced Right 


LESSONS in ballroom dancing; 


ARCADIA STUDIO—4 private lessons, $5, 
any hour. 3523 Olive st. JE. 4358, 


any hour. 
Lawler Studio, 5022 Delmar. FO. U111. 


Royal Six-Inch Lump .......... $3.50 
Blue Ribbon Special (guaranteed) $4.25 
Mt. Olive (labeled) 6-in. Lump. $5.00 
Vid Ben Franklin Co. (guaranteed) $5.50 


ROYAL COAL CO. 


EAst 284 2ist& STATE ST. EAst 284 
| CLEAN ¢ $3.25 

LUMP Per i i 

Good quality size; 

St. Clair ag load lots of 4, 5, age or 

6 tons. GRand 6 

GEN ERAL. ‘COAL Co. 
4238 PARK 


| laces Clean Lump, $3.50 


MINE RUN— 
85 % Lump . *eePe@ eee t@eenee $2. 75 
ee ee ho oss es 0 Seon neds ste 


2x3 CANTINE EGG ... "$3.45 


BRAUDIS COAL CO. 
4251 LACLEDE FRanklin 6016 
rn rete 
LOWER COAL PRICES 


Mt. Olive 6-inch Lump (Labeled) $5.00 

Southern Illinois Hi-Grade . .....$4.50 

Best New Athens Special Lump. . $3.90 
All other coal proportionately low. 


SECURITY COAL CO. 


1518 BRANCH GArfield 7272 


CLEAN LUMPS 3:25 


1 Ton ...%$4.00 No Rock 
2 Tons . $7. 50 No Dirt Lots 
Guaranteed Money 
3 Tons...$11.00 perunded. Bo nded 
4 Tons. . $14.00 Weigher. 
NORRIS & WIETERS 
2643 CHOUTEAU PRos. 8509 


CANTINE 3x2 EGG .......$3.50 


6-IN. LUMP $4. 00 


STANDARD (r'Gx3 Ese... $305 
Troy 6% Ash 


Load Lots. 
0. J. COAL, 6927 Michigan. RI. 2867W 


PRIVATE 


lessons any time. Buchmann 


Studio, 3528 N. Grand. COlfax 9257. 


DETECTIVES 


sold; cash or terms. 3712 Gravois. 


TAVERN—Very cheap; 


small down pay- 


mate free. Carroll, 6309 Wellsmar. EV. CLEMENS, 5525—Desirable room, private 
6335. Market. GA. 8575. 717 Carroll. bath; good meals. FOrest 6023. 
PAPER HANGING, painting, plastering;| RESTAURANT and tavern in. connection DELMAR, 5321 (Apt. 3)—Large front; ad- 
reasonable; reliable decorators. 3739 with ogy pe Lee ae rr gy so joins bath; ideal for business people. 
Manola._MUIberry 1461, forces Sale: Recnaid,, opportunity, °F | CINDELL, 4633—attractive Targe, twin 
PAPERING, painting; extra low price. ss beds; excellent meals. FOrest 9181. 
T. Butler, 1753A Mississippi. GR. 5557.| SANDWICH SHOP — Beer, booths, all GE N 
kinds sandwiches, net $150. 4212 Man-| McPHERSON, 4308—Beautiful room; ex- 
ihe Fo ggg nc sige Pl ae , Riv. cheater ’ : cellent meals; refined home; with garage. 
‘ . vewberry, oncordia. : sto 
— TAVERN—Restaurant dance floor: | sell, | tome: private bat and private entrance: 
AN lease or rent; oing £ usiness. ° , 
NERS cements work. | Kirkwood 82. 5108-555 Lowy bees et wat 
Al CLEANING—Cheap; guaranteed wor ; “s . -—— vely home; hot-water 
Fleming, 6015 Schulte. EVergreen 2493. pg hong Sonne, basunes étuuae a = heat; 3 meals; garage; parking; $4.50. 
z Louis. RAYMOND, 5031—Beautiful furnished 
TAVERN AND CONFECTIONERY—Must| rooms, clean, excellent meals; investi- 
PROFESSIONAL sacrifice, leaving town; give us bid; 2 gate, $5. 
living rooms. 4350 Hartford. ROOM—Neatly furnished; Sige family; 
‘ " | TAVERN—or fixtures; must sell; cheap.| _‘t@sty meais ;_gentleman. HI. 5455. 
DANCING Call COlfax 9409. WASHINGTON, 5112—Large front, double, 
OPENING Westminster Hall. 3806 Olive. | TAVERN—Good location; will sacrifice; | _ 8001 ments; reasonable. 
Parties Sunday evening, Sept. 16, Classes leaving city. 1829 8S. Jefferson. PR. 7798 | WATERMAN, 59xx—Well furnished front; 
Monday evening, Sept. 17. FR. 8811. TAVERN—10 booths; dance hall; must be private home; conveniences. CA. 0010M. 


WEST PINE, 4415—<Accommodation 2-3 
gentlemen; congenial home; excellent meals 


ment. 4425 Morganford. WEST PINE, 3750—Large front, twin 
NEW DEAL T AVERN. beds; German cooking; homelike; $5, $6. 
3207 CHIPPEWA. 
Er OR S E ROOMS FOR RENT—CITY 
North 


WANTED 


DETECTIVE MIRIAM—Licensed, bonded; 
shadowing, investigating; confidential; 
reasonable; everywhere. PA, 3202. 


DETECTIVE KICK—Shadows, investigates, 


confidential; lcensed;. bonded. EV. 8194. 


CARTER, 4146B West—Nicely furnished: 
private fdmily; kitchen privileges; very 
_ reasonable. 


CLOTHING anal 


Northwest 


= $15 wey See owe Uae Used Sui 
Calis.PA.4853.1105 Franklin co Gh. 7021 


INSTRUCTION 


MARINELLO 


INTERNATIONALLY ESTABLISHED 
SYSTEM OF BEAUTY CULTURE 
479 Washington bL The only authorized 
Marinello school itn State. Day and 

evening classes. NEwstead 0600. 
LEARN BEAUTY CULTURE—Big Jemand 
for our operators. Write or phone for 
free catalogue. Day and evening ee oe 
CHestnut 8578. St. Louis Academy of 
Beauty Culture’ 520 St. Charles. 


Trade Schools 


TRI-CITY BARBER COLLEGE—Call or 
write; tools furnished. 811 Market st. 


SUPERFLUOUS HAIR REMOVED 


TEN-NEEDLE electrolysis, quick and per- 
manent. Aida L. Mayham, electrolyist, 
346 Euclid av, FOrest 6180. 


EMPLOYMENT 
WANTED 


SITUATIONS—MEN, BOYS 


USINESS STUDENT—Sit.; age 19; neat, 
refined; care of lawn, furnace, auto; any 
kind of work in home for room and 


board. FOrest 2179. 
CHAUFFEUR—Sit.; colored; Al; private 
family; experienced; reference. JEff. 
5488. Charles. 
CHAUFFEUR—Sit.; colored; experienced; 
in first-class homes; references. FR. 5592 


PIPE FITTER—Sit., fi 


ENGINEER—Sit.; stationary, licensed, of- 


fice building, laundry, refrigeration, elec- 
tric light plant, experienced. Box P-171, 
Post-Dispatch. 


fireman, maintenance; 
apartment, hotel experience; references. 


COlfax 7566M. 


SCHNEIDER COAL CO. 


Enterprise Lump, load lots, $3.25, $3.75 
and $4 per to 
5858 EASTON. EVERGREEN 8721. 


Franklin County, $5.75 


Standard lump or egg, i? 75 load lots. 
NIEMANN COA Cco., 
1702 S&S. ene il gag GR. 1554. 


WRIGHT COAL CO. 


Cantine lump, $4; special lump, $3.75; 

quality lump or egg, $3.50; guaranteed 
$3.25, 4 tons or more; quality 
2 tons, $7.50; 1 ton, $3.75. Call 
us any time. CE. 5894. 1518 N. 10th. 


GENUINE CANTINE COAL 

Guaranteed clean lump or egg, $4 ton. F. 
Veinot. CAbany 6283W-9455. 6219 En- 
right. Load lots. 

COAL—5-ton, 6-inch lump, $18.50; 5-ton, 
3x8 egg, $17.50; nut coal, 5 tons, $14; 
load lots; furnace lumps, $2.75 ton, load 
lots. Travis Coal, 913 North Market. 
CEntral 2703. 

ABSOLUTELY clean best St. Clair Co. 
large lump $3.50; 4 or 5 ton IMots, 
hs E Mierlo Coal Co., 3124 Eads. GR. 


GENUINE Canteen, lump or egg, $4 ton, 
loads; guaranteed clean. F. Veinot. CAb- 
any 6283W-9455. 6219 Enright. 

COAL—6- “3 Freeburg lump, $3.40, 5-ton 
lots, c. o. A. W. Boenker, AVery * 41, 
eR Mo. 


COAL TRUCKS LOADED—No shovelin 
Route 12. Landreth 
Bl CE, 4224. 


Clair; $3.85; 

Hauler, oat Dodier. 
AL tle Co., 3752 Cozens. 
FR. 2391. $3.50 per ton, 4-ton lots. 


COAL & CO co. ’ 
$2.75 up. 3846 Delmar. FR. 9432. 
Ki . 


Wood 
tel- 


ne | bumber, COltax 7175. cet 
Ready use; vered 
Hoang $1 lots. 


GIRL—Sit.; « 


HAND STRIPER—Experienced, 


SITUATIONS—WOMEN, GIRLS 


country; general housework; 
1114A Victor. 


18 years’ old. 


APPAREL Wtd.—Pay $6 to $20 for men’s 
Call CAbany 


suits, pants, shoes. dresses, 


5206. Auto calls. 


ANNIVERSARY SALE—150 SMART 
DRESSES—Unbelievable $5 00 
values, silk and wool....... e 


SALE MONDAY AND TUESDAY, 


SEPT. 24-25— 
200 beautiful Dresses 


HORSES AND VEHICLES 


CLOTHING FOR SALE 


CHIC SHOP, Inc. 
S. W. Cor. Jefferson & Gravois 


2... $3.95 


150 Smart Hats in Feit, 99e 


DRESS—BAR 
2755 Chippewa St. 


FOR good horses, 


mares and mules, see 


Lowenstein, 1321-25 N. Broadway. 


MISCELLANEOUS FOR SALE 


QUILT PIECES—1i00 big, fast color prints, 


$20c; 200, 35c, postpaid; 3 patterns 
free. Remnant Mart, Centralia, II. 


WATER HEATER—Rudd; =— very little, 
St. 


for quick sale only $19.5 
House Furnishings Co. Fai oo ag 
904 Franklin. 


STORE AND OFFICE FIXTURES 


OFFICE FURNITURE Wtd.—Any quantity. 


Wanted 


[ HELP WANTED } 


HELP WANTED—MEN, BOYS 


[__MUSICAL __] 


COLLECTOR—yYoung man, 25-30, single; 


must have car and be free to travel; 
aiso must be bondable; training locally 
for permanent road route; state qualifi- 
cations. Box O-4, Post- -Dispatch. 


BP te at ces Fe bao Ro, MOB nc ech 

DISTRICT MANAGER Wtd.—For bast St. 
Louis territory by old line legal reserve 
company writing up to $1000 life in- 
surance for $1 per month. Box J-206, 
Post-Dispatch. 


for fur- 
__niture work. Box O-39, Post-Dispatch. 


MEN—50; to distribute aia Sunday, 


ORCHESTRA Wtd. —5-piece colored, union; 


Musical Employment 


must be versatile. Box H-80, Post-Dis. 


SAXOPHONE — E-flat alto, gold plated, 


Instruments For Sale 


new pads, $25. Lemcke, WEbster 3889. 


hg on 50, good for practice. 760 


Pianos and Organs For Sale 


4 a.m. 1917 St. Charl Hamilt 

YARDMAN-—Married, age = to 40, child- 
less preferred, who understands mowing WATCHES AND JEWELRY 
and caring for lawn, looking after shrub- Se ne 


bery and follows yard work as business. 
Must own furniture; live on premises; 
rent free; modern West End home; ref- 


erences required; state age, height, | _ tiques, Gem Jewelry Co. 
weig and where previously employed | CA Jewelry, 
in first letter. Box O-331, Post- Dis r ~ diamonds tO rinen, coe amd 


CASH for old gold, a coins, teeth, an- 


Wanted 


537 Arcade BL 


TIRE MAN—And vulcanizer helper; must 


have experience. Merchants Tire Co 
2710 Washington. %! 


WAITER — Experienced. 2247 South 


_ Grand. 


Saleswork 


I NEED 3 direct salesmen at once. 876 


Arcade Bldg. 


MEN—To operate route of confection and 


paw stick gum machines, If you are 


MEN—2, fair educhtion, to work on new 
plan with national concern; good pay; 


HOUSEHOLD 
GOODS 


RESSERS—Beds, piona an 

anos. Fidelity Storage. “CE. 0621. 

All kinds; m 3 
00 Manchest 


splendid future; apply after 2 Pp. m. 202] FUR 
st. | Busy Bee, 6800 


Always a large selection of 
SORUUGS-VANDEKVUORT BARNEY 
Trade-In Furniture Warehouse 
814 Franklin 

Terms if Desired 


d player pi- 


ter, | 


LOTUS, 5119-—3 rooms, first floor; every- 
thing furnished: reasonable. 


PAGE, 5578—Nicely furnished sleeping 
room, private; conveniences; reasonable. 

PERSHING, 5754—Sleeping room, private 
samily; no other roomers, very reason- 
__able. CAb. 1803M. 

PERSHING, 7015. — 2 large front; fur- 
nished; private; references required. PA, 
4385. 


ROOM—Front, in apartmegt; kitchen priv- 
ileges or meals optional. FO. 4448. 


WASHINGTON, 4503 (Apt. C) — Front 


APARTMENTS FOR RENT 
FURNISHED OR UNFURNISHED 


West 


PERSHING, 5316—Commodore Apt. Hotel, 
beautiful master suite apartment, 2 
baths; en apartments and hotel 
rooms; $40 up. Mrs. Fillmore, manager. 
3734 WASHINGTON BL. 
Attractive, furnished or unfurnished 
ment; twin wall beds, electric refrigera- 
tor; low rent. Manager, Apartment G. 
WASHINGTON, 5918 — ist floor, 5 at- 
tractive rooms, reasonable. CA. 0194. 


light 


USEHOLD GOODS, Machinery, Boats and Launches and Miscellaneous Wanted and For Sale Ads Today 


FLATS FOR RENT—Wese 


NEWBERRY 
; bath, 
: Across 
lower 5 modern rooms; screened porch. 


PAGE, 5842—5 large rooms, hot-water heat 
_ seth: —— hardwood, near school. 
—4 nice rooms; 

steam heat, eh an alia FO. 7569. 
t rooms, new- 

ly decorated, $20, $25 to right party. 


‘FLATS FOR RENT—Furnished 


South 
PORTIS, 2204—Near Shaw’s Garden; 4 


complete rooms, Murphy; $32.50. 
RUSSELL, 4459—-Beautifully furnished 4 


LLIAN, 4725A—6 attractive rooms, 
—_. 6279W. 


4 bedrooms; low rent. PA. 6 


WELLS, 5061A—aAll or part of modern 
fiat, ’ everything furnished; reasonable. 


| HOUSES 


GLASGOW, —— room oe 
condition; $14. COlfax 1111. 


MONTGOMERY, 1322—Cottage, 4 rooms, 


bath. Keys at 2719 N. 14th. 


Northwest 
BURD, 2533— 
5-room bungalow; garage. 


South 


FRENCH, 3647—6-room frame residence; 
tile bath; modern; garage; $30. RI. 4559 


Southwest 


McCAUSLAND, 2739—4-room brick cot- 
tage; steam heat; garage. 


West 
GLEMENS, 5607-09—Large, modern du- 


plex home; 7-9 rooms; apartment service, 


good 


APARTMENTS FOR RENT 


2d floor front; meals optional. 

WEST PINE, 4326—Lovely front, house- 
keeping; ivory furniture; water, linens; 
garage; radio; $4.75, $3.50; connecting, 
$5.50. 


WEST PINE, 4007—Large room, kitchen- 
ette, phone, laundry $4. $5; garage. 


ROOMS AND BOARD WANTED 


ROOM AND BOARD Wtd.—First-class, re- 
spectable family; Russell bus. Box E- 
220, Post-Dispatch. 


ROOMS IN SUBURBS 
LOHMEYER, 7315—Room, private home; 


couple, women employed. HI. 259 


CABANNE, 5741—Furnished 


MARYLAND, 4209—Apartment, 


rooms, connecting with bath, very rea- oe 
sonable. FURNISHED 
WASHINGTON, 6167—Private family, 
breakfast optional, garage; gentlemaa. Southwest 
WATERMAN, 5714—Neatly furnished | CHIPPEWA, 4929—4 rooms, attractively 
room; good location. furnished; open evenings. See manager. 
WESTMINSTER, 4536—Single and double, 


West 


ENKIGAT, 5009—8-room modern house; 
cheap; adults; open. CH. 6532. 
ENRIGHT, 4638—5 rooms, bath, furnace, 
garage; large yard. 
FAIRMOUNT, 1529-——-5-room house; 
nace heat; $18. HI. 0293. 
KINGSHIGHWAY, 815 N.—Modern 7-room 
house; cheap; adults; open. CH. ase 


McPHERSON, 4149—6 rooms, bath; 
furns.ce; redecorated throughout; Pe 


fur- 


APARTMENT—Facing Lindell; owner leav- 


ing city for 5 or 6 months. Apply man- 
ager, Lindell Tower, 3745 Lindell. 
apartment, 
living room, breakfast room, kitchen- 
ette, dressing closet, electric refrigera- 
tion, heat, gas and electric; $45. 
DELMAR, 4164—2 and 4 room; free tele- 
phone, newly decorated; de luxe springs, 
inner spring mattress; cheap. 


3-ro>m, 
kitchenette furnished; free phone, elec- 
tric refrigeration; good heat. 

A CHANCE OF A LIFETIME 
Something New Under the Sun. 
Exquisitely furnished; Frigidaire efficiency, 
new winter prices; now only $30; others 


CHILDREN WANTED TO BOARD 


PRIVATE modern country home, $2.75 
week; g00d food and care. WAlnut 360. 


en a 


BIG CHIEF HOTEL, Pond, Mo., U. 8. 50. 
Special 75c day, $3 week, including ga- 
rage—Dining room, tavern service. 
MELVILLE HOTEL, 5338 Bartmer—Room 
and board for 2, $70 a month up. 
ALCAZAR HOTEL, 3127 Locust—Special 
winter rates, 75c day, $3 week; garage. 


| APARTMENTS | 
South 


APARTMENT—5 rooms, new G. E. refrig- 
eration, new Magic Chef stove, new lino- 
leum, new floors, all newly decorated. 
See manager, 3185 S. Grand. 


HOLLY, 4410—6 


LEE, 4355A—5 rooms, 


OAKDALE, 3504—Room for 1 or i ven- 
tlemen, private; board optional; garage. $35. EUGENE FIELDS, 4339 Olive. 
ROOM — Comfortable; private home; ref- PERSHING, 5544—WEEKLY, $9.50. 
erences; ggod transportation. HI. 7972.| Month, $35 up; completely furnished 3-4 


efficiency, refrigeration, linens, silver. 


VERNON, 5069—3-room efficiency; 
pletely furnished; low rent; adults, 


com- 


TAMM, 1042—5-room get bath; block 
from Foi Forest Park. HI. 0293. 

VE ERNON, 5326—6-room rae aa on 2 
floors; garage; $35. CAbany 3 715. 


HALLS 


IDEAL HALL for dancing school, in Ma- 
plewood, at Sutton and Elm. HI 1337. 


‘TO LET—BUSINESS PURPOSES 


North 


MALLINCKRODT, sor eee store, 2 
rooms in rear; $25. 6966. 


Northwest 
BEAUTY PARLOR. LOCATION 
6302A Natural Bridge, near Kienlen; 5 
rooms, bath, furnace; $25.00. 
UNION, 4543 N.—2 stores, 24x60, occu- 
pied shoe shop, saloon, or sell. 


WASHINGTON, 5050—4-room efficiency, 
nicely furnished; all conveniences. 


Office Space 


— 


FLATS 


Central 


TENTH, 1227 N.—2, 3 rooms, 
ter, light, gas; will decorate. 


North 


ASHLAND, 4005A-4007A—3 rooms, 
nace, across school, $20; garage, $3. 


$5-$8; wa- 
Co. 9106J 


newly decorated; reasonable; garage. 
rooms, hot-water heat. 


CO. 7493J. 


HULL PL., 4114—% block park, 3 bright, 
4 efficiency rooms, hardwood floors, awn- 


weatherstripped; reasonable. 
bath, furnace; 
$22.50. EV. 1102, CO, 0454. 


ings; 


GRAND, 2017-21 S.—4, 5, 6 rooms; rent 


moderate. See manager. CH. 1500 


NORTH MARKET, 2348 — 2d floor, five 
rooms, kitchen, bath, attic, concession. 


CAPISTRANO APARTMENT. 
3905 Utah; four rooms, sunroom, janitor, 


heat, gdrage; newly decorated. 


| CROSS-WORD PUZZLE | 


1, Components 
6. Contagious 


32. Measures 

34. Roman bronse 

37. Term of re- 
spect 

38. Climbing or- 
gan ofa 

41, Abraham's 62. Bo 


ACROSS 
of molecules 


Solution of Yesterday’s Puzzle 


13. Shabby: colloq, 
15. Writing fluid 
20. Article 


HIATRIP|SBMABII IDMACIA 
disease: 5 23. Y 
2 Pe AIVIAIIILJZEIRIRGOINIE| 24. small ste 
a4. Homes YIEISITIE/RIDIAlY MIEIS! <0 Ons on 
it. Along” YIE[AIRING@olrTITIo}| — ~ complishes 
arctic ex- (OIEIOZZTIRII ZZABIEIA(M| 23: Molsten 
19. PO ae ne CIAIRISZZE [OlUIClE Ss 35. Undevel 
21 Peg G RIA TIEIS N E S| TiO - — 
: Made the | PIOIRITIAIL Meleiriy] *& Tat which re- 
boat water- ID TIEIRINFZB|t ITHDIE|E| a7. dees 
Nentnns again [H/E/RIE MiAIKIE Ss 39. ened 
Wear away AN} | DIEITIEIN| TI I OJIN | 40. Parcel of 
Extreme suf- RIOJERAE(RIEBTIolRIs S|} 42. Meditate 
81, Behold EINISMAWIE|DZs PIETE[D, a7, Pome. “Oe 


54, Glossy silk 
fabric 


56. deeationn poet 
57. Deeds of un- 
usual skill 
60. Scotch weigh- 
ing machines 
atman or 


Flying 
mammal 


vine 


JORDAN SCHEID, 622 Market. CE. 4343 birthplace ferrym 
ny —e of moss 64, Sun sod 4 
° gre 65. re ft. wled 
For Sale 44, Hawaiian bird openty. ig 
SHOE STORE EQUIPMENT—Complete, at | 45 Drink or po- 67. Fixed charge 
sacrifice. 3955 West Florissant. tion 68. Symbol for 
fio vate 
. ariet 
Beer Equipment Tree a 
COMBINATION BUTCHER and beer box. | 51. Colors 71, Create 
Ashby and Lackland, St. Louis County, | 53. State whose 74. German river 


capital is 75. Number 
Pierre: abbr. 76. Restrain 


'RPRFE 


Yy 7 


|4 15 
IT ie |. | 
22 | 
27 28 
32 
37 
Al 2 
tae - - 
50 Si 


55 


75 


10. Deserter 70. Like 
11. Correlative of 


12. Measurement 


7 72 


oin 
48. Solid portion of 
DOWN fat 


1. Tolise 49. First man 
2: Photographie 52. At present 
b 53. Calm 
3. Mystic Hindu 54. Husks of 
word threshed 
4. Emperor of grain 
Japan 55. At no time 
5. Series of mu- 57. Having an 
sical tones offensive 
. Faster sme 
7. Football 58. Wlavor 
tion: @ 59. Express cone 
8. Employ 


empt 
9. Region eee 61. eieretere 
ordan from 63. Children’s gam@ 
Jerusalem 66. Know: archaio 


72. Note of the 
scale 
73. By 


either 


8 G lio ye fe 13 
/© 
149 {20 
2s 
2q 30 
33 34], 
7) : 
3 44, 
3 
Uy 
3 


GREER, 4733—Five rooms, 


PALM, 3626—3 rooms, bath, furnace, ail 
conveniences; reasonable; adults. 


WHITTIER, 3017A /N.—4 beautiful rooms, 


modern, redecorated, $21, JE. 2222. 
Northwest 
ASHLAND, 5532A—4 sleeping 


rooms; 
porch; steam heat; rent $25. 


modern, ga- 


rage; reasonable. 


HIGHLAND, 5858—5 rooms, bath, hot- 


water heat, garage. PA. 0589W. 


LOTUS, 5928—3 rooms, hardwood floors, 


steam heat, newly decorated; $20. 


fur- 


BENTON, 1441—4 rooms, nice porch, yard, 


NEW BRICK DUPLEX—3 


DESK SPACE—Phone service; reasonable; 
Wainwright Building. CH, 6767. 


Suburban 


WANTED BUSINESS PURPOSES 
BUILDING Wtd.—To rent, i-story, 6000 
sq. ft., siding, in or near city. Box J- 
201, Post-Dispatch. 


SUBURBAN RENTS | 


BROWN RD., 3512—6-room modern home; 
beautiful grounds. 
ELTORA, 7123-31—Dandy 


3-room. cot- 


tages, $16. 7100 off Page. CO. 1111. 
Ferguson 
COTTAGE—4 rooms, porches, garage, 


chicken house, garden, $22.50. Smith, 
Hudson rd., East of Elizabeth, Ferguson. 


Maplewood 


BLENDON, 2053—$18; 3-room apartment; 
__Modern; garage. ST. 1701. 


large rooms; 
tile bath; shower; Murphy bed; 


closets; 
$35; concession. HI- 


frigidaire; garage; 
land 7375. 
— room modern bunga- 


low; 


Richmond Heights 


hardwood floors. 


NATURAL BRIDGE, 4028—Single, 4 and 


5 rooms; modern; ‘steam heat; garage. 


THRUSH, 4555A —- 5 rooms, bath, fur- 


nace; garage, $22. Vacant Oct. 1 


WABADA, 5020A—Modern single, 6 rooms, 


sleeping porch, hot-water heat; garage. 


WABADA, 6102-08A—3 rooms, bath, elec- 
6532. 


tric, shades; cheap; open. CH. 


WAGONER  PL., 


1814A — Large, iixht 
rooms; bath, furnace; $25. FO. 6575 


South 


ALFRED, 1963—Opposite Shaw's Garden, 


4 rooms, screened porch; garage. 


ALLEN, 2002A—3 rooms, tile bath, hot- 


water heat, decorated. 


$16—BROADWAY, 3658 8.—Downstairs; 


3 rooms, bath; newly papered. 


CHIPPEWA, 3637—5 rooms, 


CALIFORNIA, 4102—Modern 3 rooms, di- 


nette, bath, furnace; clean; open. 


, 4723A—7 rooms, on 1 
; $21. 


orchards bearing; large grape ar», ir: 


owner on premises. C. 


SATURDAY, 
SEPTEMBER 22, eee 


BUNGALOWS AND COTTAGE 


For Sale 
West 


LEWIS PL., a745—6 rooms; 53x200 fF: 


modern; hot water heat: 


tile bath: 2. 
garage; cherries, te 


apricots, pears 


lawn, trees, shrubs; took first Ricg 
Shaw's Garden few years ago. ba we 


FLATS, APARTMENTS, FOR SALE 


South 


FLAT—Single, 3-3 rooms. 
rage; $2750. Box A- 306, Post- 


bath; 2-car 


Dispaten, 
en 


SOUTHAMPTON 


Southwest 
bargain, ; 
rooms, bath, furnace; price 
terms. Box A-267, Post- -Dispatch. 


rooms; heat, Frigidaire, Murphy, 
$40. 
West 
GHT, 50xx—5 rooms (2 bedrooms, 
mag ey school; $10 week .FO. 2172. 


3 


FARMS WANTED 


ST. LOUIS COUNTY, 


Olive to Claytom vat 
. aytom rds, 


Singer, 110 N. qth MA, 214 


FARMS FOR SALE —. 


Missouri 


FARMS—60, improved, in Central Missouy 


priced for quick sale. Cash or 16 years 
nag terms. D. M. Jennings, Centralia, 
o 


HAVE more than 200 — 40 to She 


acres, in Callaway, Boone, L Incoin, ra 
and Audrain counties, $5 to s6o 
Priced at today’s value; will finance. 


FRANKLIN E. MEYER R. CO. PA. 3390. 


REAL .L_ ESTATE—OTHER CITIES 


RESIDENCE—7-room modern: 
nyside, Webster Groves, Mo.: 
sas City residence. 


+; 224) 

549 “yn. 
for Kap. 
Phone WE. 249;w, 


| FINANCIAL || 


MONEY WANTED 


MONEY Wtd.—$2000 needed for expanding 
business; 
loan; adequate security. Box E- 405, P.-D, 


will pay 10 per cent for 90. -day 


—_——s 


USED AUTOMOBILES 


ae <.. 


FORD—T race car, single seat, 8-valve @ 


head, with extra parts: 5347 Winona 


Wanted 
Cash Paid for Used Car; 


All makes; bring title anc get money 


Weber Imp. and Auto Co, 
18th to 19th on Locust 


LOOK, CARS WANTED 


Bring your car and title, get the cash. We 
pay mortgages; need late and old model, 
UNITED NATIONAL, 4718 Delmar ar Di 


CARS 
Co., 1915 8S. Kingshighway. 


Wtd.—Pay cash. Southway Mote 
LA. 6606, 


CARS AND TRUCKS WANTED 
() AT ONCE. CASH WAITING, 


MONARCH, Kingshighway and Enright 


AUTOS Wtd.—100 late models. See us be 


fore selling or making loan. 


LAciede 5910. 2819 Gravois ay. 
CAR Wtd. — From private party: state 
model, price. Box A-311, Post-Dispatch, 


CASH 


Cars Wtd. KOTTEMAN\S, 
4605 Deimar. RO. 4709. 


For Hire 


TRUCKS—For rent, without driver; stake 
or panel bodies; up-to-date trucks, excel- 
lent condition; 
Lease Service, 3524 Washington. JE.1200 


low rates. Hertz Truck 


Coaches For Sale 


FORD—1931; need cash, going to school: 


$45 down. See Brock Garage, 44158 Olive 


BARBER SHOP—Fine location; rent rea-j| 
sonable; no competition. CA. 9136 


Down 

1929 Ford S@et*eteunereree Geet eeeneee 00 

1930 Ford eseeseeeeveeoeereeee ee eet 70 

1931 Ford ee*tereeeeeeeeeteeeeeere #0 

1932 Ford ed eee eset eee ee Heese ¥5 

en SEU NURNE -cccceteceus cooee MO 

1932 Chevrolet ... cscccce 

COUPES — 

Down 

1929 Ferd ..cccccesccceces oe $40 

NN a ie we ci caine ce » 65 

en. we & 66 éeeck eae can ceccee 

Dee OO. ccecudvetsesoes oe 9 

1932 Plymouth ........., -- 

SEDANS 

Down 

1930 Ford e*+*eee e*eeetere a5 

1931 Ford **ee8@ 8 ee e* ef ee 90) 

re GEOR: on 6 oc aces ed sonwne 95 

1932 Hupmobile ........... ccs 

Many other makes and models. Easy 
terms and trade. 


ALWAYS OPEN. 


Coaches For Sale 


Weber-Deibel 
a. 


TUDORS AND COACHES 


2999 N. GRAND 


NEWSTEAD 1322 


nl 


President 
month go by without r 
ing “what it is all about 
ing lost that one month 
to catch up. 


MAY, 9433—-Modern 4-room brick bunga- 


low, garage, $22. _AVery 6561. 


Webster Groves 


HARPER, 33 — 65 rooms, large it; hot- 


water heat; only $35. 


TREMBLEY-WILSON, WEBSTER GROVES 
SELMA, 312—6 rooms, sun parlor, shower, 


close to schools and 
Open. 


open fireplace; 
transportation, 


LOTUS, 5801—6 rooms, modern; hard- | WOODLAND DR., 1208——6-room flat, — 
wood floors, tile bath, garage. MU. 1046. Frigidaire; $50. WY. 0184. 799 Ch r | t C h, $1} 25 
Mivood fiots, modern; Sdulia BV. 0053 ts” real Caopatey trem, to 
oors, modern; adults. > : : e. 
exeugtiinninensenerabamemmattiasentanahelitieneaineanitiemiadian Ieesieedtatemerietamencaimeeianes auahemaeee “ . 
MAFFITT, 5110—4-room flat, tile bath, St. John’s Station FRANKE AUTO SALES, 4811 DELMAR. 


Coupes For Sale 


’30. Chevrolet Coupe, $165, 


HUDSON—’28 coupe; only $75. 
2235. 


Perfect; terms, trade. 
FRANKE AUTO SALES, 4811 DELMAR. 
CHEVROLET—’32; 4-passenger pe, 

$325... RI. 3552. 4633 Rosa 
~ Hiland 


ED 


SUMMIT, 509—5-room house, bath, Front 


Rank furnace: garage; all first-class con- 
dition; $490. ‘WED. 3413. 


Suburban Property—Furnished 


ELTORA, 7125—3-room cottage; garage; 
$20; 7100 off Page. COlfax 1111. 
Maplewood 


BIG BEND, 2551—Neatly furnished du- 
plev, 3 rooms, modern; adults; reduced. 


modern; G. 
E. refrigerator: heat furnished. 


CLEVELAND, 3612-3616—Six | large, light 


rooms; hot-water heat; separate en- 

trance; clean condition; $25; adults. 
CLEVELAND, 4014A—3 rooms, bath, 
electric; hardwood; $16. JEff. 2222. 


DOLMAN, 2122-24—3 large clean roo.us, 


newly decorated, $10-$11. —s 1650W. 
EIGHTEENTH, 2312 8.—$20 rooms, 
newly decorated; heat, light. Ht. 0293. 


GRAND, 5215 8.—6 


rooms; 
and refrigeration furnished. 


bath; heat 


JEFFERSON, 2302-06 


HICKORY, 2022—3 rooms, bath, electric; 


garage; $15. 


8.—2, 


rooms, bath, furnace, laundry, » m.. 


LAFAYETTE, 3533 —- 6 rooms, strictly 


modern, rn, refrigeration, attic; reasonable. 


NEBRASKA, | 


1810—-5 rooms, bath, up- 
stairs, furnace, garage if wanted. 


OREGON, 4120A—3 large rooms, upstairs; 


newly decorated; Private front and rear 
entrance, 


PARK, 2635—4 rooms, ba ] : 
JE. 2222. es 
RUSSELL, 1037A—os rooms, $10; painted 
RUSSELL, 1027A — 5 T 
SEVENTH, 1818A 8.— 


$15. 


and decorated. 


ooms and laun- 
dry; neat and clean; $15. 

large rooms, 

hot water: reasonable. 


FOR sales and renta! 
FIRST 


TREMBLEY- 


SUBURBAN SALES 


Kirkwood 


a 


ASK for our new list of real va 
THE TRUST CO. of RIRKWOOD' KI. 210. 


Webster Groves 


he ly or phone for our list of attractive 
ban homes or EEeubite 3400 acreage. 


_Weasven Groves Teast Go. 


information, call _ 
NATIONAL RLTY. CO. RE. 3881. 
WILSON R. E. & LOANS 
Phone RE. 0308 for Webster map and ist 
my soe vet E. C LL, AGENT. 
ALES—RENTALS, REPUBLIC 2680. 


REAL ESTATE—EXCHANGE 


ANISH UNGA —9700 south; 
— rooms, clear; sell or trade. EV. 


STORES—Two, and flats above, mod 
finan coors 


clear; will 


ce. e 
rae gil Owner, 6816 Clay- 


WISCONSIN, 2806—3 large modern rooms, 


bath, near school: $17. Garage, $1. 


GREGG, 1473A—3 rooms 


Southwest 


BRADLEY, 6926A—4 rooms, 


water heat, garage; = ee , $: 5. 


modern; new- 
ly decorated: Manchester’ line, RE. 0861. 


CREST, 6731A—5 rooms, 


West 


BURD, 1475A—3 rooms, bath, toilet, fur- 


mace; pay for moving. 
CLAYTON, 6516A—4 rooms, g&@s range; 
sleeping porch; concession; $28. 


ba ad 
heat, off burner, $25. MA. “tear ee 


ae EEF, $25. 
EUCLID, 1142A N.—4 rooms, bath, ga- 


rage, $18; p18; newly decorated. 


EVANS, 3828A—3 rooms, toilet, gas, elec- 
garage. 


tric; rent $12.50: brick 


ae RSO 4026-26A — Across street 
m. school; mew decorations, 


REAL ESTATE—WTD. TO BUY 


PROPERTY BOUGHT 


Spot Cash—N 
Bat, Quab— Mo, Commision 


BUNGALOWS AND COTTAGES 
For Sale 


South 


BINGHAM. 4220—(1 block from Cherokee 


car and bus line and 1 block south of 
Chippewa); 4-room brick, modern; lot 
ne pe price $3600; cash payment 
. ance on easy terms; o 
inspection 2 te 4. 4 Spins soltcaay 


Limousines For Sale _ 


PACKARD—7-pass., 
gain; 


‘30; close estate; bat 


terms. Brock, 4418 Olive. 


Sedans For Sale 


FORD—1934 
cabriolets, used in company servic?, |" 
tically new; priced right; iS 
Ford Motor Co., 
Your inspection invited any day except 
Saturday and Sunday. 


V8 de luxe tudors. 


cars of 
} ar bl. 


4100 Forest 


’29 FORD SEDAN, 


FRANKE AUTO SALES, 481! 


$115 


terms, 
DEI MAR, 


Al; real bargain; 


Coupe, ‘town Sedan, 2-door Sedan and 
two 4-door Sedans. 
guaranteed; terms or trade. 


8800 St. Charies Rd. 
Authorized Chrysler & Plymouth Dealer 


1934 PLYMOUTH SEDAN 


Can’t tell from new; real bargain: 
trade. 
FRANKE AUTO SALES, 4811 DELMAR, 


1931 PIERCE- ARROW | 


De luxe sedan, 6 wire wheels, crig 
$4000, $250 — and up to 2 3 
balance of $44 ‘ 
WELFARE FINANCE. 1039 N N. GRAN“ 


years < 


CRAND 


1934 PLYMOUTHS 


De Luxe Official Cars, Convertible 


Low mileage 804 


ST. JOHNS MOTOR CU., 
Winfield 0062 


Trucks For Sale ae 


FORD—1931 truck, 
wheels, brand-new motor, 
painted; this truck must be 
appreciated; wil] sell for $85 down to re 
sonsible party. 


long wheel 1 base, 


aren te 


3631 Easton. isi 


— 


Tires For Sale me 


ENTIRE stock, new, guaranteed tires, $3 


up. Ryan’s, 3260 8. Kingshighw@y 035 
Delmar, 1922 Gravois. Fl. a 
RENT a new tire, low as 20c week: 2 “’ 
ments, tire is yours. Ryan's, 3250 = 
Kingshighway, 5935 Delmar, 1922 GT 
vois. FL. 3418. onl 


MOTOR OIL FOR SALE 


5935 Delmar 


Vortex 100pe Pennsylvania Oli, Permit 777 


14e QUART plus ic 
LODO-MILE, WESTER RN OIL 


RYANS—3260 South Kingshighw*y- 
. 1922 Gravols 


LOANS ON AUTOMOBILES _ 


> LOAN vive 


AU 
MONEY LOANED ON YOUR OAR iN 
MIN 


: W RATES. 
VALLEY FINANCE OoR?., 
EAS 2911 olive 


terms 


new tires, fr 
he 


~ PART THRE! 


oO 


Tod 


Mr. Curley and F; 
Education’s Last 
Sympathy for Jay 


By ARTHUR BRI 
(Copyright, 1934 
BOSTON 


with James M. Curl 
ed for Governor bj 


B OSTON is full of 


crats, recording his gre: 
Mr. Curley has been M: 
ton three times, four 


time. 


Young Harvard men 


resume the process of 
More than 1000 young 
from about 350 Americ: 
preparatory schools, col 

men to start the four-y 
tual marathon and meet 
and “advisers,” 
nen that understand tt 
and troubles of modern 


intelli; 


The new head of Har 


dent Conant, barely pas 
traordinarily interestin 
young man, reminded 

freshman of his predece: 
to boys: 
race a goo@ start is im 


“Remember th 


That is good advice fc 


men beginning a college 
particularly good for co 
ates and others that ne 
college, beginning their 
the big world. 


Many young men, ac 
Conant, let 


In real life too many 


way through, not knov 
it is all about,” often bi 
poor start. 


The Harvard Crimson 


daily newspaper, with O. 
'35, as editor of yesterda 
a becomingly solemn ed 
freshmen “you are ent 
the final stage of your 
If that were true, it wo 
tunate for those freshm 
tunately, they are enter 
fant class of real 
final stage of education 
come until you enter the 
get the final answer to 
tant question, 
from here?” 


educa 


“Whither 


Among arriving fres! 


John Roosevelt, youngest 
President, and Randoipl 
youngest son 
Those young men arrivin 
ery advantage, 
to carry them, will bea! 
that somewhere, perhaps 
the cheaper dormitory f 
no advantages at all, ther 
from 
States, 
throughout the world, 10, 
ty years hence. 
up their minds not to le 
get ahead of them. 


of -W. it 


including 


somewhere in tl 
that will be 


They sh 


——— 


The world will read 


regret of another Gisas 
pan. 
loss is gigantic. 


Many are dead, th 


But all the rest seem 


ing compared with’ the 
more than 400 school chi 
crushed to death. , 


The courage with wi 


has endured the long 8@! 
asters inflicted by natur 
and the energy with 

Japanese have overcome 
above each - disaster, 
tribute to Japanese cha 
courage. : 


art 


Mussolini's Italy make 


that in all Italian textile 
at least 30 per cent of t 
shall be men. The perce 
erto has been much sma 
the men will receive 14 
higher pay than the wo 
the women can tend 1001 
mas the men or better. \ 


= 


Our determined G 


fights poverty in divers 
instance, the Governmen 
to the needy—having aw 
tracts to manufacturers 1 
Alliance, O., Green Bay, 
Los Angeles—2,805,000 { 
Swiss 
Swiss cheese, of course. — 
would demand that. 


cheese. It 


The Government is als 
ive away 55,000 pound: 
ral” cheese. 

The Government's ch 


ficiaries will take it fe 
that Government will @ 
rye bread and mustard, 
born Americans requinay 
Swiss cheese. 


WESTMINSTER ABBEY 


NOV, 29 FOR PRINGI 


LONDON, Sept. 22. — 


ding of Prince George o 
and Princess Marina | 
Will take place in Westm 


*y on Nov. 29. 
The Abbey ceremony : 


lowed by a short servi 
throne room of Bucking 
See according to the rit 


“reek Orthodox Church, 


Marina is a communical 


The Prince of Wales w 
‘an for his youngest 
Tincess Elizabeth, little 


ef the Duke of York, 4 
cluded in the list of " 


F 


SATURDAY, 
EMBER 22, 1934. 


OWS AND COTTAGEs 
— NN  ——————————————————— 


For Sale A . 
WY XY omen amen 


= The Spreading Vogue for Wardrobe Suits 


rries, apricota, “peat 2-car = i ar 
\ / \W * A ST. LOUIS GIRL DISCUSSES STYLES 
\ \ N any Ay \\ \ WALTER WINCHELL : : MARTHA CARR : : SHORT STORY 
YW | AWS aly AY A HEALTH TALK BY DR. LOGAN CLENDENING 


bearing; large grape 
\ 


. = we — took first \ 
Been few Yeats ago bards \\ 
ere a : 
PARTMENTS, FOR SAIP 
South \\ 


ngle, 3-3 , bath: d-cac yy 
CRS i i \ 
roa Dat 


ST. LOUIS, SATURDAY, SEPTEMBER 22, 1934. PAGES 1—6C 


Southwest = | 
F bargain, single, a- PAR 


bath, furnace; price $3950° 


Box A-267, Post-Dispatch. 


- 


— 


FARMS WANTED 


COUNTY, Olive to. Clayton Fax | | EUROPE’S PRIZE BEAUTIES IN NATIVE COSTUMES 


110 N. 7th. MA. 2142, 


—_- 


ARMS FOR SALE Pre ssaenbinamassosssats seaamnannaanaaans 
x Missouri 
50, improved, in Central Missouryy 


br quick sale. Cash 
ms. D. M, Jennings, Centean’ Mr. Curley and Freshmen. 


oe Oa 
TE AG Bile 
se 3 = Ay heat + 


re than 200 farms, 40 to-Bo0 Education’s Last Stage. 


8 
Callaway, Boone, Lincol 

drain counties, $5 to $60" — 

at today’s value; will finance. ~ 


E. MEYER R. CO. PA. 3399 Sympathy for Japan. 
TATE—OTHER CiTirs | ————— — 
= 7-room modern; Syb By ARTHUR BRISBANE. 
Copyright, 1934.) 


Webster Groves, Mo.; for Kan.~ 
Fesidence._Phone WE. _2491W, ch ae ee 
= N is full of excitement 


James M. Curley, nominat- 


: NANCIAL a Governor by the Demo- 


rding his greatest victory. 
ONEY WANTED 


has been Mayor of Bos- 
times, four years each 
d.—$2000 needed for expanding 
will pay 10 per cent for 90-day 


Pquate security. Box E-405, P-n 
! ‘ity. 4 s 


. nngee _ - - 
- _ ee ra 
4 7 + a. 


pubtne 


ce ee | 


oa pny ~ , “4 7 
ee ROR ah en 4 Ste . 
ae nt z 4 2 


Harvard men return to 
resume the process of education. 
D AUTOMOBILES (re than 1000 young Americans, 
race car, single seat, 8-valve in , ut 350 American high and 
th extra parts. 5347 Rte 
P Winona. : ry schools, come as fresh- 
nen to start the four-year intellec- 
:| marathon and meet their deans 
“advisers,” intelligent young 
hat understand the viewpoint 
ss; bring title anc get money i troubles of modern youth. 
br Imp. and Auto Co. The new head of Harvard, Presi- 


to 19th on Locust nt Conant, barely past 40, an ex- 
,ordinarily interesting and able 


IK, CARS WANTED ee 
gages; need late and old models, 9 bovs: “Remember that in every 
DP NATIONAL, 4718 Delmar bl race a goo@ start is important.” 
ay Meee Southway Motor 
; ~ "| , - 
a pe ehhh sah t is good advice for the young 
T ONCE. CASH WAITING ~ ,en beginning a college career, and 
i. Kingshighway and Enright prrcularly Good For ehwage Brace 
td.—100 late models. See us be- nd others that never went to 
g or making Joan. beginning their careers in 
5910. 2819 Gravois ay. the hio world 
— From private party; state 2 . : 
price. Box A-311, Post-Dispatch, . young men, according to 
Cars Wd. KOTTEMANN, rre ) ent Conant, let the first 
4605 Delmar. RO. 4709. eo by without really know- 
ing ‘what it is all about,” and, hav- 
For Hire ing lost that one month, it is hard 3 es : 
by up. Sys. oe 8 BX BOR oon a8 x Raa Sipe am & ete 


real life too many go all the) | es : 

through, t k i “what Eee Petar = — : 

F about:” sten helene of 0 CHAMPION AND HIS FIANCEE _ bs SEEKING TO TRY THE MOVIES AGAIN 

Coaches For Sale poor start, 3 * ~. hee wee Ge gD Fs a : a = ai a LA FOLLETTE’S Irene Castle McLaughlin, once the most famous of American 
Harvard Crimson, Harvard's poe gs eh Be ime. igen , %, se : se. ae ee | 4 ; 2 dancers, taking a screen test in Hollywood with the idea of again 
newspaper, with O. F. Ingram,| | int 008 oe fa et See ae | Cw ie — SEAT appearing in the films. The tests were satisfactory. 


P31; need cash, going to school; 

. See Brock Garage, 4418 Olive. 
.s editor.of yesterday’s issue, in 
. becomingly solemn editorial tells 
freshmen “you are entering upon 
eber-Deibel the final stage of your education.” 
If that were true, it would be for- 
horized ED Dealers tunate for those freshmen. Unfor- 
tunately, they are entering the in- 
VORS AND COACHES class of real education. “The 
Down final stage of education” does not 
-e0evcecesceemun until you enter the coffin and 
53s kee et the final answer to the impor- 
cocece VI lant question, “Whither do we go 

ceccee hem here?” 


ig, OP 


ca 


Wanted 
Paid for Used Cars 


RB swe PY 


Some of the contestants in inter- 
national show held in England wear- 
ing the characteristic attire of their 
homelands. 


For rent, without driver; stake 
bodies; up-to-date trucks, excel- 
ition; low rates. Hertz Truck 
rvice, 3524 Washington. JE.1200 


~~ 


Y 


————s 2 ~eaQ | 
“ ba ~ ~ we 


Coaches For Sale 


A FRONT SEAT AT THE YACHT RACES 


Down Among arriving freshmen are 
veeee + $40 John Roosevelt, youngest son of the 
"990090 am resident, and Randolph Hearst, 


. eeereee 90 c 
PS yvoingest son of W. R. Hearst. 


ee Those young men arriving with ev- Re et low, John M. Callahan, of Milwaukee, aac 
SEDAN ry advantage, including airplanes ee a ae ee ee Bi ee Se “ chosen by the Democrats for the same : 

RGR a a uta ae that somewhere, perhaps in one of % y SOL OS a - by ‘% % ot: se? e. ee | 
NE 4 the cheaper dormitory roofs, with 
2dvantages at all, there is a boy 
nd trade. om somewhere in the United 
be heard of 


55 N. GRAND ; cs ined nicely 10, 20 or thir- 


S OPEN. NEWSTEAD 1322 ty vears hence. They should make 


. their minds not to let that boy 
evrolet Coach, $125 ahead of them. 
| bargain; terms, trade. 


UTO SALES, 4811 DELMAR, The world will read with deep 
regret of another disaster in Ja- 
Many are dead, the financial 


Above, John B. Chapple, editor, named 
on the Republican ticket for United]: 
States Senator from Wisconsin. Be-|: ' 


a 4 —" 
re Pe ae rtm 


Coupes For Sale 
is gigantic. 
sevrolet Coupe, $165 it all the rest seems as noth- 
UTO SALES, 4811 DELMAR. ng compared with the fact that |‘ 
T—32;  4-passenger coupe, more than 400 school children were welter-weight title. 
a 3552. 4633 Rosa. Bete rushed to death. 
pe coupe; only $75. Maat The courage with which Japan 
omen: has endured the long series of dis- 
asters inflicted by nature’s cruelty, 
and the energy with which the 
Japanese have overcome and risen 
above each disaster, are the best 
Sedans For Sale. tribute to Japanese character and 
934 VS de luxe tudors, coupes, courage, Pe ease: oa mo : ae: 
spection invited any day except JM tha: in ali Italian textile industries : | : —— — oF = | —— ee Ak ts 4 
Y and Sunday. at least 30 per cent of the workers ~ “ Saeee i aks } sail “8 
IRD SEDAN, $115 shail be men. The percentage hith- 
AUTO SALES. 4811 DELMAR. erto has been much smaller. alee 
———— the men will receive 12 per cent 


been engaged for five years, to marry now that Jimmy has regained the 
She is'a school teacher. 


‘ Fo ow meibiege:. 


Guests and officials on coast guard cutter, stationed near the finishing line off Newport, as the Britist 
Endeavour and the American cup defender Rainbow neated the end of the third contest.—Associated Press photo. 


13-YEAR-OLD GIRL 
WINS TITLE 


Limousines For Sale 
\—-7-pass., '30:; close estate; bar- 
rms Brock, 4418 Olive. 


GIRL TEXTILE PICKETS IN DETENTION CAMP 


on e 


1H PIERCE-ARROW 
dan, 6 wire wheels, original cost 
250 cash and up to 2 years oB 
of $445. 
FINANCE, 1039 N. GRAND. 


334 PLYMOUTHS 

xe Official Cars, Convertible 

‘own Sedan, 2-door Sedan and 

br Sedans. Low mileage and 

i; terms or trade. 

rT. JOHNS MOTOR CO., 

Charies Rd. Winfield 0062 
Chrysler & Plymouth Dealer 


>LYMOUTH SEDAN 
from new; real bargain; terms 
AUTO SALES, 4811 DELMAR, 


Trucks For Sale 


31 truck, long wheel base, dual 
brand-new motor, new tires, re- 
this truck must be seen to 

ed; will sell for $85 down to re~ 
party. 3631 Easton. " 


Tires For Sale 
ner res, $3.29 


tock, new, guaranteed ti 
n’s, 3260 8. Kingshighway, 5 3 
1922 Gravois. FL. 3418. 

ew tire, low as 20c week; 26 pay~ 
tire is yours. Ryan’s, 3260 
thway, 5935 Delmar, 1922 Gra- 
L. 3418, 


NOR OIL FOR SALE __ 

)pe Pennsylvania Oil, Permit 117 

4c QUART plus te tax. 
1000-MILE WESTERN OIL 

fc QUART pilus lc tax. 

Landers 3418 for bulk price® 

S—3260 South Kingshighway- 

plmar. 1922 Gravois. 


S ON AUTOMOBILES 


AUTO LOANS 
ANED ON YOUR CAR IN FIVE 
cS: LOW RATES. 

LLEY FINANCE OORP., 
ASTON. 2911 OLIV®. 


higher pay than the women. And 
the women can tend looms as well 
Rs the men or better. 


determined Government 
poverty in divers ways. For 
tance, the Government will give 
the needy—having awarded con- 
racts to manufacturers in Chicago, 
nee, O., Green Bay, Wis., and 
Angeles—-2,805,000 pounds of 
cheese. It is American 
Wiss cheese, of course. Patriotism 
demand that. 
* Government is also going to 
away 55,000 pounds of “nat- 
cheese. 
‘he Government’s cheese bene- 
‘aries will take it for granted 
Government will also supply 
‘read and mustard, for free- 
n Americans require them with 
cheese, 


WESTMINSTER ABBEY WEDDING 
NOV. 29 FOR PRINCE GEORGE 


LONDON, Sept. 22, — The wed- 
“'s of Prince George of England 
“"< Princess Marina of Greece 
: take place in Westminster Ab- 
‘Y on Nov, 29. 
_ ihe Abbey ceremony will be fol- 
‘wed by a short service in the 
‘Tone room of Buckingham Pal- 
according to the ritual of the 
“°k Orthodox Church, of which 
“ina is a communicant. 
‘he Prince of Wales will be best 
for his youngest brother. 
cess Elizabeth, little daughter 
_ the Duke of York, will be in- 
“uded in the list of bridesmaids. 


~ 


ry > ge | ans ~ 


2 


ad 


A TITLED 


ENGLISH FASCIST 


Lady Mosley, mother of Sir 


Mosley, leader o 
union, saluting her son at rally 


don. 


Oswald 


f the British fascist Ses e 2 


wy 


For attempting to prevent workers from returning to their 
looms in a Georgia mill, these young women and 112 men were 
made prisoners by the National Guard on strike duty near 


—— Nancy Jupp, Stottish lassie, youngest girl to hold junior 
golf championship in England. 


Associated Press photo. 


: o Atlanta and kept confined in a wire inclosure. 
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_ Patent Leather 


F nin and patent leather are run- 


~~ tumn dresses. 


“ appears at unexpected places. A 
'* Jabot of black lapin is a novel trim- 


“~~ green. 
*" black, is the other contrast fea- 


* that has a black patent tie and 
“* triangularly shaped pockets. 


ored thread. 


_ blouses. 


tive sweater of 


a brown adorns the V neckline. 
Sleeves are long. 


“ment a clever cap of black felt that 


‘to a modified peak. 
““department you will find its minia- 


upon us and the only thing to make 
it a little easier is to plan sensibly 
and not try to do too much at 
once, thereby having everything in 
disorder at one time. The efficient 
housewife will make out a written 
program which will help remark- 
ably in the long run, even if not 
carried out to the letter. 
crowd the days so that you are 
dead tired when hubby comes come 
- and the house is all upside down. 
- It is much better to have a little 
time left over at the end of the 
day, but it is 
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Fur Vies With 


On Fall Frocks 


Both Extensively Used as 
Accessories on Dresses 
Shown in Stores. 


By Sylvia 


ning a race to see which can 
cover the most territory on au- 
The fur fashions 
sleeves, vests, lapels or buttons and 


ming on a two-piece wool sports 
dress that combines black with 
A wide suede belt, also 


ture. Equally attractive is a 
sports dress of green hairy foolen 


The 
leather is stitched with gold col- 


Suits also show a big expanse of 
fur. Those that fall into the cos- 
tume classification because they 
combine a dress with a jacket are 
the ones that introduce the novel 
treatments. Sleeves and yoke of 
black caracul, for example, appear 
one one black suit. Another has a 
waist length cape of black kidskin 
and a third has the same fur ap- 
plied so that it resembles a sleeve- 
less jacket. 


There’s no danger of a_ frock 
coming unfastened when it has a 
zipper fastening that starts at the 
“neckline and ends at the bottom of 
the skirt. The dress so carefully 
equipped is of a glorious shade of 
rosy red and its material is a rab- 
bit’s hair woolen. Deep armholes 
detract from the absence of a col- 
lar. Patch pockets placed at a rak- 
ish angle adorn the skirt. 


Silver beads that resemble mas- 
sive bullets dot the belt of a black 
crepe frock and form a circle on 
the front of the blouse. The belt 
is wide so there is plenty of space 
for. many beads. A narrow’ up- 
standing collar fits close to the 
neck in front but slopes downward 
at the back. Covered buttons Call 
attention to the fact that in spite 
of the metal on the front of the 
frock it has a certain amount of 
back interest. 


The material of your dressy suit 
blouse can’t be too elaborate to be 
fashion-right this season. White 
bengaline that is ribbed heavily 
with satin illustrates the trend. It 
is used for a stunning overbiouse 
that has the new boat neckline and 
other clever style points. Four 
tucks provided fullness across the 
front of the blouse but the tucks 
are let out about an inch from the 
top so that a perky ruffle edge 
is provided. Sleeve fullness is 
grouped in another tuck at the 
shoulders, to add a draped effect. 


The two-piece sports frock that 7 


combines two materials is likely 
to have buttons of one material 
conspicuously applied to the other. 
Plaid wool assures a gay skirt 
while brown velveteen guarantees 
a chic overblouse. The velveteen, 
however, is more impressive be- 
cause of the covered buttons of the 
plaid that dot the center front. 


Designers of sweaters are de- 
termined that some of their winter 
creations shall pose successfully as 
The peplum theme is 
largely responsible for making this 
possible. Gold colored wool knitted 
in a ribbed stitch makes an attrac- 
this type. The 
waistline is fitted snugly and then 
a fitted peplum added. A touch 


The only difference between some 
of the hats and some of the bags 
this season is that one is larger 
than the other. For example you 
will see in the millinery depart- 


fits tightly on the head and comes 
In the bag 


ture, of black antelope. The chief 


ered in at shoulder and wrist. 
Boned bodices are shown on some 

evening gowns, the stiffening keep- 

ing them in place without the use 


Attractive Frocks for 


An Article by a St. Louis Girl Who Knows Styles 


utumn 


ing avenue. 


By 


Miss Ulman is the daughter of Mr. and Mrs. Fred Ulman of 7376 Persh- 


W 


observation. 
Every dress should show the 


necessary factor. 


skin and hair. 


waist frock of soft pastel color. 
is cool comfort in such a dress. 


HAT is meant by art in dress? 
art, aptitude, dexterity, and adroitness. 
clothes become more than just clothes and take on an indescrib- 


able property which no one fails to notice. To some, art in dress is a 


knack, but to the majority, it is gained by experience, study, or 


personality of the wearer. 


Color is very important. Certain shades make many appear dull 
and sallow, while others bring a glow of life to the plainest face. 
Black is almost universally becoming, particularly to those with light 
A carefully designed dress can make a too stout 
person look slimmer, or a too thin once, more rounded. 

My favorite dress this fall is a black crepe dinner dress with 
long molded lines in the skirt and a flattering top of black net. 
very full ruffle sleeve of net falls to the elbow from a drop shoulder. 
The crepe is carried into the yoke to form a snug fitting neckline. 
White flowers at the belt line add a note of brightness. 
For the warm days of Indian summer, I like to walk in a shirt- 
The hat and belt are brown. 


‘ ce Cokes eee ees eg is ie ea ta 


A Hold-Up in No-Trump Play 


to Stop Continuation of Suit 
By P. Hal Sims 


T win the opening lead of 


clarer, 
In no-trump play, this hold-up pre- 
vents the opponents from, continu- 
ing the suit. In suit play, the part- 
ner of the opener may assist the 
declarer in getting a continuation 
of the 
low discard. Naturally, he is unable 
to tell whether the 
king-queen or king-ace. 


the following 
of the Bath coup: 


HE bath coup is the refusal to 
the 
king of a suit when you, as de- 
hold 


the ace-jack-small. 


suit by starting a high- 
lead is from 


Three no trumps was made on 
hand by a variation 


difference besides the size is that Sars 
one is round and the other flat. 
$953 
& 31063 
London Fashions NORTH | 
: KQ108 632 
LONDON.—Memories of crino- * by ‘4 
line days are revived in London’s 9952 nn m9 J1064 
autumn fashion parades. @J74 ~ » 192862 
Clinging satin frocks surrounded | #4 @ 8 > 4 ib 75 
. from waist to knee by bell-shaped SOUTH 
lace “cages,” stiffened at the bot- a 
tom to stand out like old hooped @AJ94 
skirts, are being shown. 9 K8 
Other “cage” fashions include @AK10 
enormous puffed-out sleeves gath- & K942 


South was the declarer. West 


made the opening lead of the king 
or spades, which South refused to 
win. Refusing to be trapped, West 


shifted to a diamond—a bad play. 
With a heart shift and perfect de- 
fense, three no trumps cannot be 
made. 

South won East’s queen with the 
ace and entered dummy with a 
heart in order to take the club 
finesse. Wining the club play with 
the queen, West exited gracefully 
with another heart, which South 
won with the king. 

South now shoved the king of 
clubs at West, and West, after 
looking over the situation carefully, 
decided not to take it. He was just 
delaying the evil day, however, for 
he had to win the next club lead. 
The exists were getting few and far 
between by this time. West’s last 
heart got him out of an immediate 
end play. 

South won the trick with the 
queen in dummy, discarding a club 
from his own hand. Dummy’s good 
club was cashed, on which South 
and West both threw spades. West 
was down to the jack-seven of dia- 
monds and the queen-ten of spades. 
South held the ace-jack of spades 
and the king-ten of diamonds, Re- 
entering his hand with the king of 
diamonds, South threw West in the 
lead with the jack, forcing West to 
lead into South’s tenace in spades. 

Three no trumps bid and three 
no trumps made. 


of shoulder straps. 

Other designs are of Oriental in- 
spiration, including embroidered 
trousers worn under a lace skirt. 


The Housecleaning Urge. 
Well, the semi-annual bug bear is 


Do not 


hard to get the house- 
wife to believe this in her haste to 


peppers 


tos 


add flour and milk. Add seasonings 
and cook until creamy sauce forms. 
Stir constantly. Add eggs, peppers 
and pimiento. Pour into buttered 
shallow pan and sprinkle with 


Escalloped Eggs and Cheese 
Three hard cooked eggs, sliced 
Three tablespoons butter 
Three tablespoons flour 
One and half cups milk 


One-fourth teaspoon salt 
One-fourth teaspoon celery salt 
One-fourth teaspoon paprika 
One-third cup cheese cut fine 
Two tablespoons chopped. green 


One tablespoon chopped pimien- 
One-half cup crumbs 


Two tablespoons butter, melted 
Melt three tablespoons butter, 


finish things, 


crumbs mixed with melted butter. 


Bake 20 minutes in moderate oven. 
Serve in pan in which baked. 


Chocolate Mallow Pudding 


Two-thirds cup sugar 

One-third cup flour 

One-eighth teaspoon salt 

Two squares chocolate, melted 

One-eighth teaspoon cinnamon 

Two eggs 

Two cups milk 

One teaspoon vanilla 

One tablespoon butter 

One-third cup diced marshmal- 
lows 

Blend sugar, flour and salt. Add 
chocolate, cinnamon, eggs and 
milk. Cook in double boiler until 
thick and creamy. Stir frequently. 
Add butter and vanilla and mix. 
Cool, fold in marshmallows, pour 
into glass dish and chill. Serve 


plain or with cream. 


a eee ——— a 


Webster gives as synonyms of 
When applied to dress, 


Extreme 
dresses, especially, must express individuality and should be worn 


only after careful study of the type and style. 
A dress must be appropriate for the time and event. 
dressing, as a rule, is worse than under-dressing. Expense is not a 


Over- 


A 


There 


Opportunities 
Must Be Taken 


As They Come 


Many Chances Are Lost Be- 
cause They Do Not Fulfill 
Specifications. 


By Elsie Robinson. 


é< OU'RE always,” sneers he, 
Y tening people to go after 
things and they’ll get them 
. quoting Scriptures at them. 
- . . telling them it’s up to them 
to get what they want out of life. 
But you know as well as I that cld 
‘seek and ye shall find’ stuff is the 
bunk!” 

Guess again, Stranger. The bunk? 
You're wrong! If 
there’s anything sentry 
certain in_ this . SS 
muddled business 


promise —“SEEK 3 
AND YE SHALL: Sage: 
FIND; KNOCK ‘Re 
AND IT SHALL #3 

BH OPENED UN- 
TO YOU.” 

I admit I once 
thought it was the iggy ue 2 ag 
bunk myself. I'd Qs 2: 
grown up, as most ee f 
of us did, believ- 3 POS __ e 
ing that every wisie Robinson 
word in the Bible 
was “gospel truth.” Then I tackled 
life—As Is—and everything I'd ever 
trusted seemed to go blooey. : 

Ask? Seek? Knock? I didn’t do 
Anything Else But! But did I get 
what I asked? Did I find what I 
sought? I. - ae . NOT! 
To the contrary, it seemed as if 
some Arch Demon were taking spe- 
cial pleasure in thwarting my wish- 
es—making things even harder for 
me, 

At first I concluded that the 
trouble lay in my asking. Maybe 
I didn’t know the right way to 
seek, So I prayed harder and long- 
er—telling God, with floods of 
tears, what a tough spot I was in. 
Then, like many another, I con- 
cluded this prayer business was the 
bunk. Those promises? Well. they 
were just pretty poetry. They didn’t 
a any connection with practical 

e. 

Then one day I said that verse 
over again, out of habit, hardly 
knowing what I was doing. And 
an amazing idea occurred to me— 
I had believed those words so 
implicity! I had thought they 
were not only the words of a great 
saint, but a practical working rule 
for life. And they had failed me. 
Or had they? | 

“Ask and it shall be given you” 
. +» but it didn’t promise WHAT 
would be given if I asked, WHAT 
I would find if I sought, or WHAT 
I would see beyond that opening 
door! 

Had my prayers, perhaps, been 


anSwered all the while? And had 


s ‘Iq “Peanut dressing. 


A Menu for Today} 


Planned By 
Dr. William H. Hay 


Breakfast. 
(Neutral). 

The ideal breakfast is a serv- 
ing of acid fruit or fruit juice, 
unsweetened, and raw milk or 
buttermilk, in quantity to sat- 
isfy desire. 

Luncheon. 
(Neutral). 

Scallions, celery. 

Cream of carrot soup. 

Pear and grape salad. 

Braised kale. 

Baby Lima beans. 

One-half grapefruit. 

Tea or coffee not recommend- 
ed, but permitted. 

Cream, but nq sugar, may be 
served. 

Dinner. 
(Starch). 

Celery, radishes. 

Vegetable soup. 

Sliced tomatoes and lettuce. 


Crisp fat bacon. 

Green peas. 

Summer squash. 

Whole wheat baking powder 
biscuits. 

Honey. 

Figs and cream. 

Tea or coffee not recommend- 
ed, but permitted. 

Cream and brown sugar may 
be served. 

*Peanut Dressing. 

: One tablespeonful peanut but- 
er. 

One-half cup of mayonnaise. 

A bit of honey may be addéd 
to this, 


I thought they weren't, simply be- 
cause the answer didn’t fit my no- 
tions? 


I began to look back at my life 
—back at the way things had 
turned out, after all the storming 
and battling. My Big Chances— 
one by one I traced them to their 
source, and I saw, amazingly, that 
they had never seemed big chances 
at first. Instead, many a time they 
had seemed to be actual hardships 
—pesty obligations which I peevish- 
ly met. Yet, in the end, they be- 
came the great “answers” of my 
life, the great adventures, 


And I wondered again—how 
many chances had I lest because 
things didn’t come as I had 
planned? And how many other 
lives had been wasted, simply be- 
cause they wouldn’t accept oppor- 
tunities unless they fitted some 
private pattern of their own? 

“Seek and ye shall find’—the 
bunk? No, You're wrong. There’s 
nothing on earth more certain. If 


you seek the opportunity for 
greater, wider experience, you'll 
find it every time. 


But are you willing to take it 
AS you find it? Are you willing to 
let go of your pet plans and take 
a chance with life, regardless—fol- 
lowing whatever trail that opening 


door may reveal? 


Internationa] 


Great Britain 
Releases First 


Of New Stamps 


Half-Penny Value Carries 
Clearer Color and Portrait 
Of King. 


The new half-penny of the regu- 
lar postage issue has been released 
by Great Britain and it is much 
admired. The profile portrait of 
the King has been brought 
sharper prominence and there is an 
improvement in color. The 1d value 
is expected to appear within the 
next few weeks. 

In the same series, later, will be 
a 1%d Russian green, 2d deep 
orange, 2%d royal blue, 3d purple, 
4d myrtle green, 5d yellow brown, 
6d violet, 9d sage green, 10d cobalt 
be printed by the rotogravure 
method. 

* ae ®R 

According to Whitfield, King & 
Cc., publishers of the British cata- 
logue, there were 1733 new stamps 
issued last year, almost five every 


for 542 new stamps, Africa 392, Asia 
357 and North and South America, 
333, Oceania, 62, and the West In- 
dies also 62. 
% * me 

The world’s most expensive 
stamp, the 1 cent British Guiana, 
will be taken to London and laid 
before the officials of the Royal 
Philatelic Society. to satisfy pros- 
pective purchasers in England who 
before purchasing want this stamp 
|examined by the society. This stamp 
is now owned by the wife of the 
late Arthur Hind. 

. ~~ a 

The next auctions of the Hind 
collection of stamps will be on 
Oct. 22d, 23d and 24th. On these 
dates the stamps of France and 
her colonies will be sold. Remain- 
der of the Arthur Hind collection 
will be offered in a series of four 
or more auctions. The second auc- 
tion will be held during November 
and the remainder of the collection 
at various times throughout the 


season. 
. . ‘ 


Items of Interest. 


The Cosmopolitan Stamp Club of 
St. Louis will hold its first regular 
meeting of the fall on Tuesday 
night, Sept. 25, in Room 303, Mel- 
bourne Hotel, at 8 p. m. At the 
last meeting of the stamp club J. 
J. Feldman was elected president, 
W. Walters, vice-president and A. 
Dillingham was secretary and 
treasurer. The feature event of 
the next session will be a talk of 
philatelic interest by Walter Ka- 
rachi, 

* * * 

The Postoffice at Eureka Springs, 
Ark., has on hand a supply of the 
1c, 4c, 5c and 7c Bicentennials. On- 
eonta, New York, has in stock the 
4c, 5c, 7c and 9c bicentennials. 

a a * 


The Postoffices at Sherwood, 
Ohio, and Wingo, Kentucky, are 
using flag cancelations. The post- 
office at Gig Harbor, Washington, 
is using a 13-star flag cancelation. 

u « 

The Postoffice Department of 
the Bahamas is planning to issue a 
stamp that will be a novelty. 

The pictorial will be an ‘undersea 
view, drawn from a submarine pho- 
tograph in color made by the Amer- 
ican explorer, J. E. Williamson. It 
is planned to use this photograph 
on a special airmail issue. The first 
batch of letters will be sent from 
the Williamson undersea apparatus 
as it rests on the ocean floor near 
the Bahama Islands. 

7. a * 
It has been pointed out in the 
Postal Bulletin to the posta! em- 
ployes that it is against postal laws 
and regulations to permit the use of 
fancy cancelations for registered 
mail. Many of the postmasters have 
been in the habit of permitting col- 
lectors to design their own cancela- 
tions for registered covers. In the 
future all such covers will be re- 
fused for mailing and all such cov- 
ers found in the mail will be bro it 
to the attention of the authorities. 
* oJ * 


Up until the present date, the de- 
mand for the National Parks stamps 
has exceeded the supply and it is 
expected that additional quantities 
of these stamps will be printed and 
issued, 
+ 7. * 

The recent overprints on Philip- 
pine stamps which read “In Mem- 
ory, Honor Members Constitutional 
Convention” and written date are 
entirely unofficial and it has been 
stated by the Bureau of Posts of 
the Philippine Islands that these 
stamps will not be acceptable for 
postage on letters. According to an 
official of the Bureau of Posts, a 
set of stamps commemorating the 
constitutional convention was 


planned, but never issued. 
. - + 


New Issues. 


COSTA RICA—The 3c dark green 
value has just been released in 
the same design and color as the 
stamp of 1924. 

DUTCH INDIES—A special char- 
ity stamp is to be issued for the 
Anti-Tuberculosis Fund, The stamp 
will have a face value of 12%c and 
will be sold at a premium of 2% 
cents. 

EGYPT—The small size King 
Fuad portrait design has been re- 
ceived in the following values; 15m 
brown purple, 20m bright blue. 
ITALY—Two stamps have been 
issued to commemorate the first 
Electric-Radio-Bio- 
logical Congress. Both values por- 
tray Luigi Galvani. 
POLAND—The 5z brown of the 
postage due issue of 1924 has been 


overprinted “20—groszy” in two 


into} 


and 1s brown. These values are to/| 


day. Europe has been responsible, 


TS 


IN OUR SET 


HOLLYWOOD 


By H. H. NIEMEYER 


HENRY B. WALTHALL. 


HOLLYWOOD, Cal., Sept. 21. 

HEY haven’t found a boy out 
T here yet to play the role of the 

young David Copperfield in the 
forthcoming production of the Dick- 
ens story. Frank Lawton is to be 
David when he grows up, but the 
MGM studios say they simply can’t 
find a youngster able to screen the 
child role. Maybe it’s just ballyhoo. 
There are a lot of kid actors in Hol- 
lywood who should be able to play 
anything, but the studio may ‘igure 
that this man Dickens needs a little 
advertising and by stirring up inter- 
est in the part it will help out some. 
Be that as it may, Charles Laugh- 
ton, the best actor England has sent 
to the American screens, is to be 
the shiftless Micawber, who is al- 
ways waiting for sornething to turn 
up, and his performance ought to 
be a masterpiece. 
just finished his first American role 
since he went back to England to 
score so heavily in “Henry the 
Eighth.” He returned her to make 
“The Barretts of Wimpole Street” 
and was headed for home again 
when MGM snared him for “David 
Copperfield.” Others to appear in 
the Dickens story will be Lionel 
Barrymore, Edna May Oliver, Mau- 
reen O’Sullivan, Lewis Stone, Madge 
Evans, Roland Young and Basil 
Rathbone. 


‘ @ ND while MGM says it is look- 
A ing for a boy actor to make fa- 

mous an older man, who helped 
make screen history, has been look- 
ing for a job—and landed one. True, 
it is just a bit in Paramount’s “En- 
ter Madame,” with Elissa l.andf 
and Cary Grant, but it may lead to 
a lot of things. Lorimer Johnston 
is his name and in 1912 he produced 
the first three-reel, four-reel and se- 
rial films ever made. Created a lot 
of talk, too, by using up so much 
raw celluloid and other producers 
shook their heads at the idea. Two 
reels had been the limit up till then. 
The pictures were made by John- 
ston for the old American Film Co., 
near Santa Barbara, for Hollywood 
at that time had not come into its 
own or even really started in that 
direction. Featured in that first 
three-spool affair were Vivian Rich 
and Sidney Ayres. “The Adventures 
of Jacques,” the first serial, starred 


Jack Kerrigan. 
2 f « 


N the “Enter Madame” picture 

also is Alberto Valentino, brother 

of the late Rudolph, the great 
idol of the screens. Alberto has 
been playing in small independently 
made pictures and in foreign lan- 
guage retakes of popular American 
successes for over two years, but 
the general fan public know him 
not. He bears small resemblance 
to his famous brother, but has a 
good singing voice — Rudolph 
couldn’t sing a note—and in “En- 
ter Madame” plays an Italian opera 
star. 

* « 2 
VELYN BRENT, who used to 
be a star until she _ sorter 
dropped out of sight two or 
three years ago, is back in the old 
game again. She has hoped this 
time to play good gal roles, but the 
studio simply wouldn’t have it that 
way, and she will take up bad wom- 
en parts just where she ‘left off. 
Her first assignment for her come- 
back is in “Code of the West.” 
« * « 


PEAKING of Used-To-Be,” the 

film colony is showing interest 

in word which comes from the 
Rex Bell ranch in Nevada, telling 
that the stork is soon to pay a 
visit there. Mrs. Bell, you may re- 
call, is none other than the once 
famous Brooklyn Bombshell, flam- 
ing Clara Bow. It has been almost 
two years since she tried a screen 
comeback—she had been out of the 
picture but a short time—which 
got her nowhere. Then she retired. 
for good and all, she said, to the 
immense ranch which husband Rex 
has worked up into a fine-paying 
proposition. Now Clara Jr. or Rex 
Jr. is scheduled for an early arrival. 
Rumor has it that Clara is thor- 
oughly tamed and domesticated. In 
the old days she could not have 
sewed a button on one of her 
dresseg if she tried. Now she is 
making baby clothes all by herself 
and is supremely happy, with no 
thought of ever returning to the 
films. The Bow-Bells retired from 
the Hollywood life with plenty of 
what it takes to keep the Nevada 
wolves from the ranch door. Rex 


lines, 


: 


made, and saved, plenty of money 


Laughton has: 


Social Usage 


Dear Mrs. Post: 
| WROTE a letter to a 


“personal” because I t 
might not want others 
about a loan which I had 
to start reducing. Appa 
having secrets. He in tu 
me for putting him in a 
known better. 
false position. 
letter was wrong and if 


office and marked 


firm, and that it Is not to 
by the man’s secretary. 


its appearance. When 
letter to a man’s home, 


ter addressed to another. 
friend taken exception to 


as well as sensibility. 


Dear Mrs. Post: Ab 


been back since. 


them know when I go ba 
household possessions, an 
their home mine. 


other hand, I don’t want 
appreciative of their 
What should I do? 


to tell you frankly if th 


inconvenient to them. 
(Copyright, 1934.) 


Only Business Letters, 


Sent to a Residence, May 
Be Marked “Personal.” 


he would have been right. 
wife’s resentment against his “hay. 
ing secrets” was lacking in sense 


months ago I loaned young mar 
ried friends of mine several hur 
dred dollars, and immediately aft 

this had to move to a town several 
hundred miles away, and have not 
They have mor 
than once written asking me to le 


In Writing to 
Friend's Home 


it Nog 


By Emily Post 


friend Te. 


cently and marked the envelop 


hought he 
to = read 
made thig 


friend and which I was asking him 


rently his 


wife made a scene about his getting 
private letters and accused him of 


rn blamed 
false pogi. 


| tion and told me I should hay 
I should say that] 
am the one who is being put in, 
Will you tell 
whether writing “person: 


me 
il” on the 
SO, why” 


Answer: A letter sent to a mans 


ara 
persona!” 


should mean that its message is not 
concerned with the business of th 


be opened 
In actual 


practice it means nothing, becauss 
the mail of every prominent perso, 
is filled with advertisements ds wel 
as appeals from every variety of or. 
ganization, all marked “persona!” o; 
“private” or even “strictly private" 
Therefore these words have come ty 
mean nothing to an expert secrs 
tary who judges persona! mail by 


sending a 
“persona!” 


should not be written on the e. 
velope since it implies lack of trust 
in the family’s honor in suggesting 
that one of them might open a |e. 


Had your 
this point 
But his 


out eight 


ck for my 
d to make 


I am going back 
now and would like to stay a few 
days with them but I am afraid 
they will think I am taking 
vantage of them because of 
money I let them have. 


ad- 
the 

On the 
to be un 


invitations. 


Answer: Write that you are g 
ing for your things and would like 
to accept their inv:tation and spend 
several nights with them if they 
can put you up, but not to hesitate 


is will 


If your children have b 


party. 
The little guests c 
dressed as gypsies—and, 


rug in the yard or on the 
let the youngsters “raid” 


ed for them. 
After the meal, 


of the guests in turn. 
The informality of it 
add to the gayety. 


> —_ 


which more careful Para 
ficials put aside for he 
her ever missing the mon 
of the Paramount big s 
they had done as well 


ness being what they are 


ma ladder, however. 
success and her fling, an 
when she got ready, whil 


ing was good. 
a e y 


been a Confederate office 


when he was a star in Westerns, 


any old rags will do. Spread an old 


or back porch for the food intend 


mother 
friend, also dressed in gypsy co¥ 
tume, can don a mask and sit um 
der a tree telling fortunes to eact 


selves, times and the picture buss 


to waste any sympathy on Clares 
fall from the top rung of the cine 
She had heq 
d she fell, 


» bh 
; ess 


A Gypsy Party 


een enter 


tained at elaborate parties and you 
wish to reciprocate, an inexpensive 
but effective plan would be a gypsy 


an come 
of course, 


lawn and 


£ ant 
a} P 


or 8 


A i] would 


— 
er 


and Clara, despite her extravé 
gances, shook the sand of Malibu 
Beach from her little shoes 
about $200,000 in swell investments, 


with 


mount of- 
r without 
ey. Some 
hots wish 
for them 


No need 


tT 
e tne fair 


ND while we are on the subjecs 
A ratner persistently, of the stars 

that were, it may be said that 
Henry B. Walthall, who goes W* 
back to “The Birth of a Nation 
and the earliest days of the silent 
movies, is going to make 4 ashe 
ing hit when Will Rogers’ next PI 
ture, “Old Judge Priest,” ‘5s * 
leased. We saw the picture #4 
Fox studio pre-view the ther ght. 
Having been made ready ‘ 5 08 
on the heels of Rogers’ other f'™ 
“Handy Andy,” it will not be give 
to the public for some time unless 
present plans are changed, but 
when it is, the more thinking fa" 
—if any—will see Walthal! doing 
his very finest work, one ©f “pr 
finest pieces of work, in fact. '>® 
the screen has ever known. Flay'"& 
a Kentucky clergyman wh° wer 

: pal 


is only a bit until the picture is 4" 
most over. Then, 1n a singe 
which runs on fof 12 minu 
record length. for the screen and. 
except for Lewis Waller's 15-minut# 
unbroken talk in “The Garden of 
Allah” some 25 years ago, ®" 
time mark for drama—he ho! 
audience spellbound. It 
tensely dramatic and human }' 
of work and may well win f° 
thall the honor of the Pes' 
formance of the year. 
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A Coleg 
On Com 


Are in 


Dear Mrs. Carr: 
FTER reading y 
Aw in the first 
lege, which was 
wonder if I might ad 
The majority of stu 


—eollege for the first 


comprehend the 
piaced upon their sh 
yiously, they have be 
rule of their parents 
lege, they are entire 
own,” and it is up to’ 
a success (if they are 
failure (if they are w 
make sacrifices to se 
dren to college and 
some return. 

Tt know it is difficul 
self down at.college, i 
ent from high and pr 
There are so Many th 
one’s attention.’ The | 
remember is that yo 
those of the same ki 
and some much highe; 
iv, and you must do 
with backbone, to dist 
seif' One of the mo: 
requisites is naturaine 
phisticated” air, acqu 
manv colleges, is so §1 
pitiful. So BE YOUE 

Hoping this uninter 
mav be of some use 
main, sincerely, 

: A COLLI 


« > > 


Dear Mrs. Carr: 
GAIN I bother ye 
Ae letter from me. 
fore, addressed to 

Your letter, “Gere,” 
speechless (well, almos 
someone took me serio 
your letter, which hit 
funny. 

Of course, I am ti 
my views conflict with 
wondering if you hi 
looked into the matte 
not carefully, anyway. 

No man can “cleverl 
ingly” talk about him 
shows his conceit; an 
sons dislike conceit. 
you don’t, a host of ott 
self do. (How silly! “ 
conceited.) 

Would space permi 
prove this. But he 
there’s no hard feelings 

+ * > 


My dear Mrs. Carr: 
AM to be married th 
| in October in church 
ing and would ilke 3 
tions as to what the 
maids should wear: i. ¢ 
material. The one is 
bionde with light blu 
other a brunette with 
eves. Le 
Would vou suggest — 
for the bride Also ple 
your suggestion as to ft 
color of the flowers fo 
and the two bridesmaid 
The groom and the t 
men are wearing either 
or black suits, with a d@ 
black shoes. Would th 
suggestion. Of 


A morning wedding is 
so formal, or so carefu 
to details that are used 
weddings. It is quite a 
you to wear white satin, 
it would not be quite s 
that worn at afternoon 
the train not so long. A 
satin or other soft mat 
be very good- Your | 
will consult you, of ¢o 
your favorite colors. T 
weddings is somewhat 
shade, one of the yellows 
accessories, rust with bel 
or soft rose. At smar 
now the bridesmaids di 
the same color. Your fk 
be white,: of course, # 
roses or lillies, “with 
feathery, either stephia 
the valley. Your bride 
carry chrysanthemums, 
or roses. The bridegr 
wear a tie of white ai 
fonniere would be lar 
white, of course. 

+ * > 

My dear Mrs. Carr: 

HAVE read several 
| your solumn about | 

ers and adoption. I, 
foster-mother of a girl 
at the age of 8 months. 
20 and married. We ha 
of our own, all marrieé 
but this girl we adopted 
and comes to see us eve 
knows she is adopted, b 
it makes no difference 


Dearest Martha: . 
\M coming to you fé 
formation that will ¢ 
of good ,if you will gi 
I am going to California 
of November, by motor. 
me what kind of weathe 
"here between the middlh 
ber and the middle of Ji 
women wear fall, winter, 
Spring clothes? Do you 
‘tourist cabins on the 1 
for a night's lodging? — 
I should like to get in 
someone who has been iil 
and lived there during | 
mentioned. DUMB L 


They have all kinds of 
California during the 0B 
mention—the natives 1 
hooks and advertist 
contrary, just the 
will find - your — 
most comfortable al 

I found this to be so 1 
there at that season. Yo 
® sure-enougch winter co 
less the season is “uns 
*ccording to the natives 
ear a fur coat in Janus 


ee ee 
oe —_——- « 
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Fall Wear 
Etiquette 


ial Usage 
Writing to 
riend's Home 


Business Letters, if Not 
to a Residence, May 
Marked “Personal.” 


By Emily Post 


Mrs. Post: 
OTE a letter to a friend re. 
y and marked the envelope 
onal” because I thought he 
not want others to reaq 
loan which I had made this 
nd which I was asking him 
reducing. Apparently his 
de a scene about‘his getting 
letters and accused him of 
secrets. He in turn blamegd 
putting him in a false posi- 
d told me I should haye 
better. I should say that 
one who is being put in a 
bsition. Will you tell me 
writing “personal” on the 
as wrong and if so, why? 
er: A letter sent to a man’s 
‘and marked “personal” 
mean that its message is not 
hed with the business of the 
nd that it is not to be opened 
Man's secretary. In actual 
p it means nothing, because 
il of every prominent person 
with advertisements as wel] 
als from every variety of or- 
ion, all marked “persona!” or 
e” or even “strictly private.” 
bre these words have come to 
nothing to an expert secre 
rho judges personal mail by 
pearance. When sending a 
© a man’s home, “persona!” 
not be written on the en. 
Since it implies lack of trust 
family’s honor in suggesting 
he of them inight open a let- 
ressed to another. Had your 
aken exception to this point 
Id have been right. But his 
resentment against his “hay. 
rets” was lacking in sense 
l as sensibility. 


Mrs. Post: About. eight 
ago. I loaned young mar- 
iends of mine several hune- 
Oliars, and immediately afte 
d to move to a town several 
ai miles away, and have not 
ack since. They have more 
nce written asking me to let 
now when I go back for my 
hold possessions, and to make 
home mine. I am going back 
nd would like to stay a few 
vith them but I am afraid 
vill think I am taking ad- 
e of them because of the 
I let them have. On the 
and, I don’t want to be un- 
lative of their invitations. 
hould I do? 
yer: Write that you are go- 
your things and would like 
pt their inv:tation and spend 
nights with them if they 
at you up, but not to hesitate 
you frankly if this will be 


Pnient to them. 
(Copyright, 1934.) 


A Gypsy Party 

bur children have been enter- 
at elaborate parties and you 
0 reciprocate, an inexpensive 
ective plan would be a gypsy 


little guests can come 
l as gypsies—and, of course, 
d rags will do. Spread an old 
the yard or on the lawn and 
youngsters “raid” a pantr 
k porch for the food intend- 
them. 

the meal, mother or & 
also dressed in gypsy cos 
can don a mask and sit un- 


tree telling fortunes to each 


guests in turn. 
‘informality of it all would 
D the gayety. 


a 


ei 


ara, despite her extrava- 
s, shook the sand of Malibu 
‘from her little shoes with 
$200,000 in swell investments, 
more careful Paramount of- 
put aside for her without 
er missing the money. Some 
Paramount big shots wish 
ad done as well for them- 
times and the picture busi- 
being what they are. No need 
ste any sympathy on Claras 


om the top rung of the cineés ; 


dder, however. She had h 
; and her fling, and she fell, 
she got ready, while the fall- 
as good. 
o s y 
D while we are on the subject, 
her persistently, of the stars 
at were, it may be said that 
B. Walthall, who goes ‘way 
to “The Birth of a Nation, 
1e earliest days of the silent 
3, is going to make a smash- 
t when Will Rogers’ next pic 
“Old Judge Priest,” is Tr 
1. We saw the picture at & 
udio pre-view the vther night. 
g& been made ready too soon 
heels of Rogers’ other film, 
iy Andy,” it will not be given 
public for some time unless 
t plans are changed, but 
it is, the more thinking fans 
ny—will see Walthall doing 
ery finest work, one of the 
pieces of work, in fact, that 
reen has ever known. Playing 
ntucky clergyman who ha 
Confederate officer, his part 
y a bit until the picture is al- 
over. Then, 1n a singe speech 
runs on for 12 minutes—@ 
length for the screen and, 
t for Lewis Waller’s 15-minute 
bken talk in “The Garden of 
”™ some 25 years ago, an all- 
mark for drama—he holds the 
mce spellbound. It is an in- 
y dramatic and human piec 
k and may well win for 
the honor of the best pe™ 
ce of the year. 
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Martha Carr's Advice 
| New Shopping Habit: 


A Collate Girl Has Suggestions 
On Comportment for Those Who 


Are in Their 


Freshman Year 


By MARTHA CARR 


Dear Mrs. Carr: 

FTER reading your advice to 
Awe in the first year of col- 

lege, which was excellent, I 
wonder if I might add something 

The majority of students entering 
college for the first time, do not 
comprehend the responsibility 
placed upon their shoulders. fre- 
yiously, they have been under the 
rule of their parents; but, at co!- 
iece, they are entirely “on ‘heir 
own,” and it is up to them to make 
a success (if they are strong); or a 
failure (if they are weak). Parenis 
make sacrifices to send their chiil- 
aren to college and should have 
some return. 

Tt know it is difficult to pin one’s 
self down at college, it is so differ- 
ent from high and private sthools. 
There are SO Many things to divert 
ones attention.’ The main thing to 
remember is that you are among 
those of the same kind and class, 
gid some much higher scholasticai- 
ly i you must do your utmnast, 
witn backbone, to distinguish 4 our- 
sif' One of the most important 
requisites is naturalness. The ‘so- 
phisticated” air, acquired at so 
many colleges, is so superfical it is 
nriful. So BE YOURSELF! 
Hoping this uninteresting prattle 
mav he of some use to you, T 1e- 
in, sincerely, 

A COLLEGE GIRL 


* * 2 


Dear Mrs. Carr: 
Asie I bother you to publish 


ma 


a letter from me. It is, as be- 
fore, addressed to “Gere.” 

Your letter, “Gere,” struck me 
speechiess (well, almost). T> think 
someone took me seriously! I read 
vour letter, which hit me as being 
funny 

Of ecourse, I am terribly sorry 
my views conflict with yours; I am 
wondering if you have carefully 
looked into the matter. It seems 
not carefully, anyway. 

-¢ man can “cleverly and charm- 

talk about himself, as he 

ws his conceit; and most per- 

s dislike conceit. Anyway, if 

you don't, a host of others and my- 

seif do. (How silly! “Charmingly” 
eeited.) 

‘ould space permit, I might 

e this. But here’s hoping 
no hard feelings. F. B. P. 


” * * 


Mv dear Mrs. Carr: 
AM to be married the first week 
n October .n church in the morn- 
ng and would ilke your sugges- 
as to what the two brides- 
maids should wear: i. e., color and 
cierial. The one is a medium 
nde with light blue eves; the 
cer a brunette with dark blue 


inere § 


Would you suggest white satin 
f. the bride Also please give me 

ir suggestion as to the kind and 
color of the flowers for the bride 
and the two bridesmaids. 

The groom and the two grooms- 
men are wearing either dark blue 


& or black suits, with a dark blue tie, 


Would this be your 
OCTOBER. 


black shoes. 
suggestion. 


4 morning wedding is never uuite 
«© formal, or so carefully adheres 
'o details that are used at formal 
weddings. It is quite all right for 
vou to wear white satin, but I think 
' would not be quite so heavy as 
that worn at afternoon weddings; 
the train not so long. A lightweight 
or other soft material would 
be very goode Your bridesmaids 
w'\| consult you, of course, about 
your favorite colors. That for fall 
weddings is somewhat warmer in 
snade, one of the yellows with brown 
accessories, rust with beige or green 
or soft rose. At smart weddings 
now the bridesmaids dress alike— 
the same color. Your flowers would 
he white, of course, gardenias or 
roses or lillies, with something 
feathery, either stephia or lilies of 
the valley. Your bridesmaids may 
farry chrysanthemums, snapdragon 
or roses. The bridegroom should 
wear a tie of white and his bou- 
fonniere would be larger and in 


white, of course. 
~ 7 a 


satin 


My dear Mrs. Carr: 

HAVE read several letters in 

your solumn about foster-moth- 

ers and adoption. I, too, am the 
foster-mother of a girl we adopted 
#' the age of 8 months. She is now 
20 and married. We have five girls 
of our own, all married and gone; 
but this girl we adopted stays close 
#nd comes to see us every day. She 
snows she is adopted, but says that 
ii makes no difference to her. 

C. 


* * > 


Dearest Martha: 

‘M coming to you for some in- 

formation that will do me a lot 

of good ,if you will give it to me. 
lam going to California the middle 
°f November, by motor. Please tell 
™e what kind of weather they have 
"here between the middle of Novem- 
ber and the middle of January. Do 
women wear fall, winter, summer or 
‘pring clothes? Do you know what 
tourist cabins on the way charge 
‘Or a night’s lodging? 

' should like to get in touch with 
fOmeone who has been in California 
@nd lived there during the months 
mentioned, DUMB LILLUMS. 


They have all kinds of weather in 
California during the months you 
mention—the natives and guide- 
and advertisements to 
contrary, just the same. But 
‘ou will find your fall clothes 
Most comfortable and _ useful 
| found this to be so when I was 
"ere at that season. You will need 
* -ure-enough winter coat, and un- 

the season is “unusual” (again 
‘cording to the natives), you can 
**! a fur eoat in January and not 


hr ty k s 


the 


Letters intended for this col- 
umn must be addressed to 
Martha Carr at the St. Louis 
Post-Dispatch. Mrs. Carr will 
answer all questions of general 
interest but, of course, cannot 
give advice on matters of a 
purely legal or medical nature. 
Those who do not care to have 
their letters published may en- 
close an addressed and stamped 
envelope for personal reply. 


be a bit uncomfortable, especially 
driving. While I know it is the 
“land of sunshine and flowers,” the 
sun will go on shining and _ the 
flowers blooming sometimes when 
you are chilled to the bone. 

However, knitted sports clothes, 
in which you will drive out, taking 
one better dress and a silk and a 
knitted blouse. You will use all of 
these. And any fall frocks, a light 
coat, a dinner dress of the fal! and 
winter type, you can wear. 

You can get all information about 
costs and camps from a travel bu- 
reau, some from the St. Louis Auto- 
mobile Club and some from any 
railroad which carries people to Cal- 
ifornia. 

* . . 

Dear Mrs. Carr: 

LONG with this letter, I sup- 
A pose you will receive the aro- 

ma of washtubs and the _ cab- 
bage I am cooking for dinner. But, 
I must write to you on impulse, 
as I have always done everything. 
I am 23 years old, have a darling 
husband and two lively youngsters, 
but we are very poor. I also have 
a horribly furnished home to care 
for, all of which should keep me 
mentally, as well as physically, oc- 
cupied. It doesn’t though. I’m 
harking back to the old high school 
days when I loved to write and 
imagined I'd be rather successful 
at it. Since then I seem to have 
lost the knack as well as the in- 
centive. 

Is there any test by which one 
can determine whether one has the 
ability to succeed as a writer? I 
intend writing some stories and 
send to various magazines to sell, 
but haven’t any idea which ones. 

I think it would be a marvelous 
idea to start an amateur writer's 
club, through the Post-Dispatch 
with you as sponsor. Don’t you? 
I am hardly so vain as to expect 
an answer, from you, but here’s 
hoping. Just another 

WRITING READER. 


Recently I have had_ several in- 
quiries of this kind and answered 
them to the best of my ability, and 
went quite a little into detail. As 
I have so many letters on other 
subjects, I do not like to repeat my- 
self too often. 

There are, of course, Amateur 
Writer’s Clubs in nearly every large 
city and a national headquarters in 
Washington. There are a good 
many publications which are help- 
ful in making suggestions and in 
finding markets, but the one and 
only test—with this help on the 
side is—to put it slangily—to “go 
to it.” If you want to write you 
will. And if you are going to send 
stories to magazines, you have got 
to study magazines to see where 
your story should be tried out. 
More than that, you have to stick 
through discouragement. 


Fear of Doctors 
Can Be Overcome 
By Early Training 


By Mrs. Brooke P. Church 


HE Jones children were trained 
T to obey the doctor’s orders, and 

accept without question any 
treatment which he prescribed. They 
did not relish medicines or treat- 
ment or inoculations more that 
other children, but endured them 
stoically when necessary. As a re- 
sult, they were popular with any 
doctors or nurses who attended 
them. 

In part, this was due to the fact 
that from babyhood on, in health as 
well as in sickness, they had been 
acquainted with doctors. Every six 
months they were given a thorough 
physical examination whether they 
were well or ill. So the doctor 
quickly became a well-known friend, 
and not a strange and hostile force. 

As the children grew older, Mrs. 
Jones made it a practice to send 
them to the doctor alone, though 
she always called him up later for 
his report and advice. To the chil- 
dren, furthermore, the doctor’s word 
was law. 

The family doctor was to some 
extent selected for his personality, 
and was regarded as an unfailing 
oracle, no more liable to change or 
dismissal than a member of the 
family would be. The result of this 
consistency was seen again and 
again in the successful and speedy 
cures whenever there was illness in 
the family. 

Arguments, struggles, vain at- 
tempts at dosing and diet were un- 
known. Not matter how nauseous 
the medicine, how limited the bill of 
fare, how strenuous or painful the 
treatment, the children, by their 
acquiescence and co-operation made 
the task of doctor, nurse and moth- 
er so easy and free from nervous 
wear and tear that the recoveries 
often seemed nothing short of mi- 
raculous. 

Such training to be effective must 
be begun young and pursued con- 
sistently and firmly. 


Some of The New Versions 


And Winter Have Ma 


For Autumn 
ny Combinations 


By Sylvia Stiles 


HOPPING habits are under- 
S going a change. No longer does 

the business woman spend ev- 
ery noon hour during the months of 
September and October selecting 
her winter wardrobe. Neither does 
the woman whose social calendar 
is filled to overflowing find it nec- 
essary to call in a special shopping 
expert in order to make her pur- 
chases. 


The system now is very simple 
and it saves a lot of time as well 
as expense. All a woman needs to 
do is to step into her favorite shop 
and purchase a complete wardrobe 
at one swoop. There is no dashing 
around from one department to an- 
other to get a blouse to go with 
a certain skirt or a coat that 
matches a frock. Should she wish 
to go so far as to include a fur 
coat in her purchases this is pos- 
sible. 


Wardrobe suits have been in- 
creasing in favor for several years. 
Their success is due both to the 
fact that they simplify the shop- 
ping problem and that they make it 
possible to get clothes that look as 
though they belong together. The 
new versions of the costume idea 
are more extensive than ever, some 
of them even going so far as to in- 
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rule 
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clude three suits in one. While 
three or four pieces are the rule, 
occasionally a lucky ~ shopper 
chances upon a suit that has five 
or six. 

Types of these suits are numer- 
ous but the ones with most parts 
are of the utility style. The idea 
seems to be to produce a wardrobe 
which will be sufficient to cover 
most occasions from daylight until 
dark. Occasionally a dressy cos- 
tume suit appears which has a 
tunic frock that offers substitution 
possibilities, but when it comes to 
producing two or three suits from 
one the tweedy materials are 
regarded with greatest favor. 


WO suits are illustrated as a 
means of presenting the winter 
interpretation of the theme. One 
has four parts and the other three 
but the one with the smaller num- 
ber makes up for this deficiency by 
producing a fur coat. This coat is 
of beaver dyed lapin and is swagger 
length. It swill be warmer than 


The tweed of the lining isa cocoa 
shade of brown and matches the 
skirt. The skirt has pleats at either 
side of the front panel and there- 
fore has sufficient fullness to serve 
for active sportswear. The over- 
blouse is of dark brown ribbed 
wool. Noteworthy features include 
the standing collar which ties in 
front, the tricky front closing of the 
blouse which is only part way down 
and the fitted peplum. By the sub- 
stitution of other blouses, the ap- 
pearance of this costume will be 
altered and no cluttered up effect 
result since the skirt and coat lin- 
ing material are identical. 

The other suit illustrated seems 
to offer so many possibilities for 


Jb 


most coats of this fur because it 


is lined with tweed. However, in 
outer appearance it is sufficiently 
dressy to serve for any informal 
need. 


AITHRA 
(JOLLAND 


wear that the owner would have 
difficulty in making a choice. There 
are two skirts, for example. One is 
“of the brown herringbone tweed 
which matches the coat and the 
other of green velveteen which 
matches the short jacket. Both are 
straight of line. The velveteen 
jacket is single breasted and has 
patch pockets with central invert- 
ed pleats. The back is of the sports 
type with pleats above the waist- 
line and a stitched down belt. The 
twood coat is full length and wraps 
generously. Raccoon is the fur se- 
lected for the collar. Sleeves are 
made with a stitched seam on top 
of the arm and are wide at the 
wrists. 
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By Gladys T. Lang 


Creamed Chipped Beef in a —_— 


Vegetable Gumbo woup 
Carrot Ring wit Creamed Chipped 
Beef salad 
Orange Mousse 
Oatmeal Crisps. 


Vegetable Gumbo Soup. 
Cut two pounds of gumbo into 
thin slices, chop vne large onien 


and fry slowly in two tablespoons 
of bacon drippings. To this add 
one-half cup of finely chopped car- 
rots and the same amount of 
chopped celery and four large 
peeled and chopped tomatoes, re- 
moving as many seeds as. possible 
and one large chopped potato. Place 
in kettle and cover with three 
quarts of cold v.ater and simmer 
gently from fou. to six hours, Sea- 
son with salt and pepper. A short 
time before serving add three ta- 
blespoons of butter. 
Carrot Ring. 


Melt three tablespoons of butter, 
in this fry one tablespoon of finely 
chopped’ onion. Add two rounded 
tablespoons of flour and stir until 
dissolved. Gradually pour on two 
cups of milk, stir and cook until 
quite thick. Remove from fire and 
add two large cups of carrots which 
have been boiled and mashed. Sea- 
son with one tablespoon « chopped 
parsley, one-fourth teaspoon of cel- 
ery salt, salt ana pepper. Mix well 
and beat in the yolks of four eggs, 
one at the time, then fola in the 
beaten whites. Pour into a well 
«led mold and bake in a slow oven 
for 35 minutes. Unmold and fill 
with creamed ~’ ipped beef. 

| Creamed Chipped Beef. 

Pull apart, paper thin sliced 
chipped beef and .. liked less salty 
cover with boiling water. Let stand 
five to 10 minutes, then drain. 
Make one and one-half cups of 


cream sauce and in this stir the 
chipped beef and heat thoroughly. 


Orange Mousse. 


One pint of whipping cream 

One half cup of sugar 

One scant tablespoon of gelatin 

One-half cup of water 

One-half cup of orange juice 

Grated rind of one orange 

Two navel oranges. 

Soak the gelatin in one-fourth 
cup of cold water. Let the sugar, 
water and grated orange rind some 
to a boil and in this dissolve the 
gelatin. Cool and stir in the orange 
juice. Whip the cream and into 
it fold the syrup. Line an ice cold 
mold with sections of skinned 
Oranges and fill with mixture. 
Place in refrigerator to set. Un- 
+mold and serve with orange sauce. 


Orange Sauce. 

Cook for 2 minutes one-half cup 
of sugar and two-thirds cup of wa- 
ter. Dissolve one level tablespoon 
of cornstarch, add to syrup and 
cook until quite thick. Cool and 
add one-fourth cup of orange juice 
and the juice of one-half lemon. 
Stir until well mixed. 


Oatmeal Crisps. 

Two and one-half scant cups of 
dry oatmeal 

Two eggs 

One cup of sugar 
Two large tablespoons of melted 
butter 

Two teaspoons of baking powder. 

One-fourth teaspoon of salt 

One teaspoon of vanilla. 

Beat the butter and sugar to- 
gether, add the well beaten: eggs, 
then add the oatmeal, salt and bak- 
ing powder and beat hard. Drop 
from tip of teaspoon, two inches 
apart on a shallow greased pan 
and bake in a slow oven. 


The most expensive linoleum: will 


not look well on the floor 
incorrectly. | 


if laid | 
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Thumbnail Reviews of New Movies 


By Colvin McPherson 


THE COUNT OF MONTE CRISTO—The grand-daddy of “Anthony 
Adverse’’ offered again, with a fine batch of cutting to one 
hour, 53 minutes, running time. A handsome newcomer from 
Britain, Robert Donat (‘‘Doan-at’’ to you) is a genuine Monte 
Cristo, Elissa Landi looks very lovely as Mercedes. A line 
may be added in praise of the director, Rowland V. Lee, At 
LOEW'S. 

NOW AND FOREVER—Shirley Temple as a motherless child, but 
with a spotty role that sometimes calls for a girl as old as 
Fanny Ward. Gary Cooper, internatjonal confidence man this 
time, and Carole Lombard, as wife-or girl friend, do the real 
trouping. ‘‘The Dragon Murder Mystery,” an S. S. Van Dine 
invention, has Warren William as a jolly Philo Vance. Was 
Philo ever jolly? At the SHUBERT. 

THE RICHEST GIRL IN THE WORLD—tThe Titanic by now must 
have more passengers than the Mayflower. When John J. 
Hunter and wife went down with it, two-year-old Miriam Hop- 
kins (Hunter) became the world’s richest girl. In 1934, she 
sets out to get a husband who is all she wants. Package de- 
livered and contents noted (Joel McCrea). Very droll speech- 
es by Miss Hopkins. ‘“‘Man With Two Faces” is Edward G. 
Robinson and-not Janus. It should have been Lon Chaney— 
the story is of that era. At the ORPHEUM. 

CHARLIE CHAN IN LONDON—Warner Oland in usual form 
against a background of English pink coats, pink tea and pink 
excitement. Chan saves a nice young man from the gallows 
and all that. “His Greatest Gamble” offers hardly a China- 
man’s chance for Richard Dix. These two films last until 
Tuesday, when the scintillating Grace Moore appears in “One 

° Night of Love.” At the FOX. 

BACHELOR BAIT—Listed as secondary to Zasu Pitts and Slim 
Summerville in ‘“‘Their Big Moment,” the mad experiences of 
Stuart Erwin in a Matrimonial bureau provide a thousand 
gags, some old, some new, but worth laughs. At the MIS- 
SOURL. 

RBELLE OF THE NINETIES—Mae West riding by the censors and 
good for many a cruise hereafter. If there be any who do 
not know, Mae is cast as a burley-Q queen of old St. Louis 
and New Orleans. The picture still has all the quoted wise- 
cracks and maybe a few unquoted, but none unquotable. At 
the AMBASSADOR. 


Winter Frock 
Necklines Give 
Flower Effect 


Paris Prefers Contrast With 
Coat, and Stem-Like 
Silhouette. 


By Rita Ferris 


PARIS, Sept. 21. 
LOWER-LIKE necklines and 
F belted waists are the points of 
accent on those new frocks 
shown in 1934-35 fashion shows for 
wear under winter coats. 


The news in necklines lies in the 
fact that, generally high and often 
touched by some striking contrast- 
ing color, they support or frame the 
face as a stem ur calyx supports a 
flower. Even when low, they are 
still designed to allow the neck and 
face to rise in flower-like effect. 
Waistlines are easy’ and natural, 
but often markea by belts of con- 
trasting color. 


The tall stem-fike silhouette with 
skirt fullness, if any, generally con- 
centrated at the back and with 
slits often used; and richness and 
diversity of colors and fabrics are 
the rest of the dress news. 

Black, brown, henna, cocoa, cara- 
mel, beige, grays both dark and 
light, greens which range from a 
brisk medium to a dark hue, rich 
purples, deep blues and gray blues 
as well as wine read are all seen. 
Vivid red such as American beauty 
or geranium is much used as a dis- 
creet accent on dark frocks, 

A dress which contrasts with your 
coat is smarter this year than one 
which matches ‘t. 

Fabrics begin with wools, elas- 


hed Deele 
Fed Baby After 
Third Month 


Food Then Gradually In- 
creases in Variety—List of 


Typical Menus. 


_ By 
Logan Clendening, M. D. 


FTER the third month the baby 
begins to get a mixed diet, 
which gradually becomes more 
varied ,until at the «gd of the first 
year it should be eating, besides 
milk, cereals, vegetables, fruit 
juices, toast and butter, eggs, meat 
juices and green vegetables. 

From one to two years there 
should be three or four feedings in 
the 24 hours, and by the beginning 
of the second year only three meals. 

Milk remains the staple article of 
diet, at least a quart in 24 hours. 
Cereal—farina, cream of wheat and 
oatmeal—well cooked, and at first, 
strained. Vegetables, such as spin- 
ach, peas, carrots, artichoke hearts, 
and string beans—well cooked and 
strained through a sieve. Scraped 
meat should be started at the age of 
15 months. Eggs, soft boiled, 
poached or coddled, come at about 
the same time, although the yolk 
can be given much earlier. Fruits 
in the form of orange juice, prune 
juice and tomato juice, are neces 
sary parts of the diet. 

A typical menu for a 3-year-old 
child is as follows: 

BREAKFAST: Orange. Farina 
with milk. Bread and butter. Glass 
of milk. 

DINNER: Cream of potato soup, 
Coddled eggs. Bread and butter. 
Cup of milk. Gelatine. 

SUPPER: String beans. Boiled 
hominy and milk. Whole wheat 
bread and butter. Cup of milk, 
Stewed fruit. 

A typical day’s menu for a 4- 
year-old is as follows: 

BREAKFAST: Apple sauce. A 
soft boiled egg. Toast and butter, 
Glass of milk. 

DINNER: 
Mashed potatoes. 
Bread and butter. 
of milk. 

SUPPER: Baked macaroni with 
tomato. Toast and butter. Glass of 
milk. Fresh sliced fruit. 

A typical menu for a 5-year-old 
is as follows: 

BREAKFAST: Stewed prunes, 
Oatmeal. Milk. Toast and butter. 
Cocoa. 

DINNER: Broiled lamb chop. 
Baker potato. Spinach. Bread and 
butter. Bread pudding and jelly. 
Glass of milk. 

SUPPER: Scrambled egg with 
milk. Toast and butter. Squash. 
Glass of milk. Baked apple. 

A typical day’s menu for a 6-year- 
old is as follows: 

BREAKFAST: Baked apple. Toast- 
ed cornflakes. Milk. Toast and but- 
ter. Cocoa. 

DINNER: Roast beef. Roast po- 
tato. Carrots. Bread and butter. 
Glass of milk. Floating island. 

SUPPER: Oyster stew, with 
crackers and butter. Glass of milk. 
Fresh sliced fruit. Cookie. 


QUESTIONS FROM READERS. 

F. J. J.: “My daughter, 7 years old, 
has one side of her face covered 
with seed warts. What is the treat- 
ment?” 

Answer: Touch each wart lightly 
with the end of a match stick that 
has been dipped in full strength 
formalin. Repeat this every day for 
a week or more. 


EDITOR’S NOTE: Six pamphlets 
by Dr. Clendening can now be ob- 
tained by sending 10 cents in coin, 
for each, and a self-addressed enve- 
lope stamped with a_ three-cent 
stamp, to Dr. Logan Clendening, in 
care of this paper. The pamphlets 
are: “Indigestion and Constipation,” 
“Reducing and Gaining,” “Infant 
Feeding,” ‘Instructions for the 
Treatment of Diabetes,” “Feminine 
Hygiene” and “The Care of the Hair 
and Skin.” 


Must Be Clean. 


When dyeing an old dress be 
sure to wash it well in suds and 
thoroughly rinse before putting it 
into the dye bath. It will never 
dye well if soiled. 


Soda Water Straws 


A box of soda water straws is 
invaluable when the youngster is 
ill. They can be burned after us- 
ing and are so fascinating that al- 
most any nourishing liquid would 
seem attractive. 


—- oe ~~ -g 


Chicken fricasse. 
Asparagus tips. 
Ice cream. Glass 


multicolored tones, bleaming with 
transparent material or shimmering 
with metal threads, often woven 
with a bumpy uneven surface. After 
them come heavy cloque crepes, vel- 
veteen and Lyons Velvets and sat- 
ins. 


Tunics are everywhere, some 
times short enough to make a two- 
piece frock, again extending to the 
knee. Sleeves are straight and 
slender or designed in big bishops. 
Nobody talks of accented shoulders 
any more. 

The high flower-like necks are 
achieved in various ways: a tiny 
high collared vestee of purple or 
bright red on a black frock, two 
big rose-colored velvet flowers at 
the neckline of a brown velvet, little 
knotted scarfs of burnt orange or 
green tucked insice the round neck 
of a brown wool, tuck-in scarfs of 
multi-colored :ame ribbon on any 

Belts, generally in contrasting 
color, are widely diversified. There 
are belts of veivét or wool ribbon 
which tie at left front, buckled beits 


of bright transparent material, 
kid, plain leather or stitched fabric 


ticized in a waffle effect, woven in 


and narrow cord effects. 
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Tomorrow's Horoscope 


Chapter of the 


Serial 


SATURDAY, 
SEPTEMBER 22, 1934, 


Ir 


An Easily Ma Made Frock | 
Winchell on on Broadway | 


—— | 


Wife In 


By BEATRI 


A New Serial 


Custody 
CE LUBITZ 


CHAPTER NINE. 


| a real scene. 
admit was pretty awful. 
was so youthful. 
measures to extremes. 


In her 


RENE exploded again when she saw Agnes. 
Agnes had lately gone girlish and the effect even 


Anastasia, who usually on general principles opposed Irene, had to 


This time there was 


effort to look young because Carl 


Agnes, with the Riley thoroughness, had carried 
She wore an Empire-cut light blue velvet 


dress and had arranged her hair in curls on top of her head. 


She came into the bedroom 


a little hesitantly and Irene, who 


was being ministered to by the maid, nearly collapsed when she saw 


her. 


Stella, who had on her long squirrel wrap and was carefully 


pulling on long pearl-gray kid gloves, dissolved into weak laughter. 


“My Lord, Agnes,” she choked, 
No wonder you hid in your room with it.” 


did you get that rig? 

Agnes burst into tears. Irene 
stormed. Anastasia commanded 
shortly: “Take off that truck. 
Irene, lend her your black net 
dress. Hurry up, young lady, we 
ain’t got much time. Mary, comb 
out my daughter’s hair and shake 
your stumps. Stella, run into Ag- 
nes’ room and find her a slip and 
black slippers.” 

They all fell to re-dressing Agnes 
who was like putty in the hands 
of the others. 

Irene had her hat 
was pawing the ground wth impa- 
tience. 

Finally they were ready to go. 
Anastasia, Irene and Walter and 
Agnes and Carl, looking brightened 
and uncomfortable in correct morn- 
ing wedding attire, went in the 
limousine with their liveried chauf- 
feur while Stella and Jerry, Ethel 
and Eddie went in a hired car with 
another liveried chauffeur. There 
was a short quarrel in the foyer 
as to who was to go in which car. 

But when they arrived at the 
Terhune apartment they really pre- 
sented an imposing group. With 
the exception of Agnes, who was 
only passable, the other three were 
noticeably attractive women. Anas- 
tasia herself was magnificent with 
her high square shoulders and firm- 
ly planted- head. In her youth 
Anastasia had been able to carry 
a pail of water on her head while 
running without spilling a drop. 

Irene was carried off by old Mrs, 
Terhune, a silvery old lady with a 
quavering voice and lovely old blue 
eyes in a face like cracked porce- 
lain. 

“My dear,” she said to Irene as 
she took her wrap, “it is so lovely 
and dear of you to come here to 
us for the ceremony. We appre- 
ciate it so much. I hope you'll 
be happy. Oh, I know that you and 
Dirk will be so happy. He’s in the 
next room with father waiting for 
you. Dirk, come in, dear, I have 
brought you your bride.” 

Dirk came in swiftly from his 
father's room. He came directly 
to Irene’s side. “Dear,” he whis- 
pered. He took both her hands; 
then drew his mother to him with 
his free hand. 

“IT never knew it was possible 
to be so happy.” He laughed joy- 
ously. Irene put her cheek against 
his. She was nearly as tall as he. 
She looked at his fine sensitive face, 
his full wide mouth, deep blue eyes 
like his mother’s, behind the tor- 
toise-shell glasses he habitually 
wore. She liked his glasses, they 
suited him and gave his face a 
homelier ome ascetic look. 

7 * 
“1 
deeply into his eyes. “I do 
want tomake you so happy.” 
He kissed her. “Darling!” He 
kissed his mother and Irene leaned 
over and kissed her too. 

“Oh, Dirk, thank you for the 
lovely flowers. It was so sweet 
of you to send each of us a cor- 
sage. Mother was so pleased.” 

Mr. Terhune came in. He was 
a twin to his wife, silvery, fragile, 
his blue-veined hands extended. 

“Greetings, my daughter,” 
said simply. 

“Thank you .. . father.” 

He kissed her tenderly, then his 
wife and then his son. There was 
something so genuinely beautiful 
in his greeting that Irene felt the 
tears rise to her eyes. Dirk’s eyes 
behind his glasses were moist. 

The big wood-paneled living room 
was now comfortably filled wiih 
people. As Irene entered her eye 
involuntarily sought her mother 
end sisters. They made an attrac- 
tive group by the window. Anas- 
tasia leaning on her son’s arm. A 
wave of love suffused Irene. How 
handsome they were. She gave 
them a brilliant smile. 

They were proud of Irene, proud 
of themselves. Among the guests 
were some of New York's oldest 
families: the Updykes, the Ditmars, 
Col. and Mrs. Ten Eyck, Mr. and 
Mrs, Harrison Chase, the Copley- 
Blakes . . the Rileys looked as 
good as the best! 

Truly the Rileys had come a long 
way. 

The simple ceremony over, there 
was served in the dining room ad- 
joining a wedding breakfast (the 
Rileys secretly thought it extreme- 
ly meager). Only Anastasia of the 
Rileys could appreciate the wine. 
She knew wines, for she had heen 
for eight years before her marriage 
in the kitchen of the Hasselbrinks, 
the big Brooklyn beer king. 

The young couple left shortly 
after to the gay accompaniment of 
handfuls of rice and good wishes. 
The guests slowly dispersed. 

In the other car Anastasia and 
Agnes were indulging in a Riley 
complimentary orgy. 

They agreed that Irene looked 
beautiful; that Dirk was the nicest 
member of his family and of all his 
friends and that the Rileys were 
actually the cream of the party. 

“His sister is certainly some 
frump,” Agnes supplied contented- 


LOVE you, Dirk.” Irene looked 


he 


on now andi 


‘‘where in the name of heaven 


SYNOPSIS. 

Helen Schiller, pretty manicurist in 

the 44th street branch of. the swanky 
Anastasia Beauty Salons, so far for- 
got discipline one morning as to dance 
a few steps before the work-day be- 
gan—and was seen by Walter Riley, 
owner of the salons. He did not speak 
then about this, but returning that 
evening to the shop, went to her— 
and found himself disarmed by her 
smile, and attracted to her. He asked 
if he might take her to dance, and 
she assented. That led to other eve- 
nings together—evenings spent with 
him ever afraid that bis sisters, whe | 
managed the Anastasia Salons ior 
him, might see him. 
After one evening at the theatre. 
| Helen fell asleep as he drove her to 
|her home in Bay Ridge—and he awak- 
| ened her with a light kiss. She pushed 
|him away, but he would not be de- 
nied, and he kissed her again. “You 
are the first girl I have ever kissed,” 
he told her soberly, realizing that he | 
loved her, Events ia the Riley family | 
followed fast, with Irene, who. man- 
aged the swanky 57th street saion, 
becoming engaged to the socially- 
prominent Dirk Terhune. Walter sent 
a telegram to Helen asking her to 
meet him that night. She was thrilled 
by the ending—‘Love.”” The day of 
Irene’s marriage found the Riley home 
in an uproar with Mrs. Anastasia 
Riley wearing diamonds against the 
wishes of Irene. Squabbles held the 
center of the stage. 


ly, nestling happily against her hus- 
band. 

Anastasia snorted: “What she 
needs is some Anastasia beauty 
treatments.” 

“I like Dirk,” Walter observed, 
“There’s something so big and fine 
about him. I like him better than 
anyone I’ve ever met.” 

“Oh, you mustn’t like him better 
than my Carl,” Agnes bleated girl- 
ishly. 

“Stop being kittenish,” Anastasia 
admonished roughly, “I get sick to 
my stomach when you do.” 

- * = 
A nothing. Walter stepped has- 
tily into the breach. “I’m go- 
ing to be awfully busy these next 
few days. I guess we both will, 
eh, Carl, old boy?” 

“We sure will, you bet,” 
responded fervently. 

Arriving at the apartment, they 
all rushed in to change their 
clothes. 

“I'll run you up to your place in 
my car, Stella,” Walter told her. 
“I left some papers there that I 
need.” 

“Oh that will be fine. Jerry, dar- 
ling, you're going straight over to 
Brooklyn, aren’t you, dear?” 

“Yes, hon.” 

“Will you meet me for dinner or 
do you want me to come to Brook- 
lyn?” 

“Don’t bother,” he said hastily. 
“T’ll meet you at the Brevoort at 
7” 


Carl 


“You won't be late, lover?” 

“T'll try not to be. You know 
sometimes I can’t get away to the 
minute.” 

“You'll call me if you’re delayed, 
won't you, lover? Promise. You 
know I get so nervous waiting.” 

“You must learn not to be nerv- 
ous,” he teased, pinching her 
cheek. 

“But you'll surely be there, pet?” 

“Certainly,” he exploded impa- 
tiently, “and for heaven’s sake if 
I am late, don’t get hysterical. I'll 
be there, I tell you.” 

“All right, dearest, and please try 
not to be late.” 

Jerry made his escape, Stella, re- 
dressed, now joined Walter. 

“I’m ready, Walt.” 


“Righto.” 

They drove in silence to For- 
ty-fourth street. “Well, Walter,” 
Stella said finally, “you’re the last 


of the Riley’s still unmarried. If 
Irene could manage a Terhune, I 
guess you'll land one of the Van- 
derbilt girls.” 

“Don’t kid yourself, Stell. What 
would a Vanderbilt girl want with 
me?” 

“Why, Walter, you're the best 
looking man outside of the movies. 
That reminds me, Walt, you'll have 
to give Jerry a raise. He can’t 
manage on what you're paying him. 
Look what Carl's getting, nearly 
twice as much. It isn’t fair, Walt. 
I’ve done as much for the busi- 
ness as Agnes. Why should Carl 
get two hundred a week and Jerry 
only a hundred and a quarter?” 

“Because Carl does twice as much 
work,” Walter retorted bluntly. 


(Continued Monday.) 
(Copyright, 1934.) 


Macaroni Loaf 
Two cups cooked macaroni 
1 cup soft bread crumbs 
Three egg yolks 
Two-thirds cup milk 
One-half teaspoon salt 
One-fourth teaspoon paprika 
One-fourth teaspoon celery salt 
One tablespoon chopped onions 
One tablespoon chopped green 
peppers 

Two tablespoons butter, melted. 

One-half cup diced cheese. 

Mix ingredients. Pour into 
greased loaf pan and bake 35 min- 
utes in moderate oven, Let stand 
five minutes in warm place, care- 
fully unmold and serve hot, cut in 
slices. 
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juice from a can of pineapple. 
gives it a delightful flavor. 


y ATTERN 


HIS is an “at home” frock for 
t the woman with a feminine turn 

of mind—who asks of her 
clothes flattery as well as style. It 
is a pretty frock without being too 
pretty—its becoming details are su- 
per-imposed upon simple, smart 
lines. Remark the skirt, for ex- 
ample; nothing could possibly be 
plainer or more slenderizing. And 
for all its casual grace that soft col- 
lar also makes a woman 1ook slim. 
The sleeves, too, do the nicest sort 
of thing for the arms which emerge 
from them. Of course you are not 
obliged to have the frills unless you 
like them—however, it is safe to 
say that most women will. 

Pattern 1799 is available in sizes 
34, 36, 38, 40, 42, 44 and 46. Size 36 
takes 4% yards 39-inch fabric. Il- 
lustrated step-by-step sewing in- 
structions included. 

SEND FIFTEEN CENTS (15c) in 
coins or stamps (coins preferred) 
for this Anne Adams pattern. Write 
plainly name, address and _ style 
number. BE SURE TO STATE 
SIZE. 

Send for the new fall and winter 
issue of the Anne Adams Pattern 
Book and know what is new in 
smart clothes. It takes you through 
the whole of fashion from lingerie 
to outer garments . . not over- 
looking some alluring new house 
frocks . . . and bearing in mind the 
needs of the younger generation. 
PRICE OF BOOK FIFTEEN 


CENTS. BOOK AND PATTERN 
TOGETHER, TWENTY - FIVE 
CENTS. 


A@g@dreaa @oOraders te 
St. Louis Post-Dispatch Pattern De- 
partment, 243 West Seventeenth 
street, New York City. 


ee eee eee 


Try basting the ham with the 


it 


TOMORROW'S 
HOROSCOPE 


» by WYNN « 


For Sunday, Sept. 23. 


F you can’t take it easy today, 

without worry, you'd better trade 

in your relaxer and get a good 
one this time. Don’t plan the fu- 
ture today; there are so many nicer | 
ways to waste the time. Make it 
social and sympathetic. 

See the Perspective. 

We cannot live without changing. 
Yesterday dies to become today, 
and both of them make tomorrow; 


en ene 


and the ideas of the present will 
need revision in the future. Pay 
particular attention to the oppor- 
tunities for getting around, physi- 


Movie Time Table 


SHUBERT —- “Now and For- 
ever,” with Shirley Temple, 
Gary Cooper and Carole Lom- 
bard, at 2:06, 4:49, 7:27 and 
10:01; “The Dragon Murder 
Case,” at 12:45, 3:28, 6:11 and 
8:49. 

MISSOURI — “Their Big Mo- 
ment,” with Zasu Pitts and 
Slim Summerville, at 12:06, 


3:30, 6:55 and 10:20; “Bache- 
lor Bait,” at 1:25, 4:50 and 
8:15. 

LOEW’S—"The Count of Monte 


Cristo,” starring Robert Do- 
nat and Elissa Landi, at 10:10, 
12:29, 2:48, 5:07, 7:26 and 9:45. 
FOX—Warner Oland as “Char- 
ley Chan in London,” at 1:40, 


4:25, 7:10 and 9:50; “His 
Greatest Gamble,” at 12:30, 
3:10, 5:55 and 8:40. 

ORPHEUM — “The _ Richest | 
Girl in the World” with Mir- 
iam Hopkins and Joel Mc- 
Crea, at 10:30, 1:22, 4:14, 7:06 
and 9:58; “The Man With 
Two Faces” at 11:59, 2:51,' 
5:43 and 8:35. 


AMBASSADOR—Mae West in 
“Belle of the Nineties,’ at 
9:20, 11, 12:50, 2:45, 4:35, 6:30, 
8:20 and 9:15. | 


| 
| 


PHOTOPLAY THEATERS 


DD-KELLY COM 
AMUSEMENTS 


6 E CHESTNUT~SPICY BURLESQUE 
WOME MAIN 2651 ~WENOLD TICKETS 


Bd 
“ 


Starts Matinee Today— 
Tonite & Midnite Show 


ONLY STAGE SHOW 
NOW IN ST.LOUIS 


ATLANTIC CITY SUMMER’ 
RUN REVUE HIT//2 


20-PRINESS 

INCLUOING hid 
) PEGGY REYNOLDS 

MLLE. RENEE 


cally and in mental ways, such as 
in travel and study, during the pe- 
riod from now till the last week of 
November, if you were born Feb. 
19-29 inclusive. This group includes 
Mary Garden, Arline Judge, Edna 
St. Vincent Millay, Robert Young, 
Bert Lytell, John Farrar, Gene Sar- 
azen, Joan Bennett, Franchot Tone 
and Geraldine Farrar. You of this 
outfit have had, and some of you 
still have, emotional problems—this 
can be made a favorable time for 
getting away and seeing things in 
perspective. 
Your Year Ahead. 

If today is your birthday sow 
well in emotional and partnership 
matters in the year to come (espe- 
cially after May 13) for these and 
your affectional relations, love. af- 
fairs, etc., will come in for tests 
after this year is over. Be ready 
to reap by deserving the best. Mar- 
ried natives of this date take no- 
tice. Avoid danger: Nov. 24 to Feb. 
28, 1935. 

For Monday, Sept. 24. 
EMEMBER the old occult rule 
R for buying and selling. “Buy 
when pessimistic; sell when op- 
timistic. Buy from a pessimist; 
sell to an optimist.” Today is a 
good test for this rule, both ways, 
particularly after the lunch period. 

Expand Consciousness. 

(Continued from yesterday). 
Sons and daughters of Feb. 19-29, 
inclusive, would now do well to 
look ahead and make practical 
plans for all of 1935 and the first 
three-quarters of 1936. From De- 
cember, this year, till mid-October, 
1935, will be a time of expanding 
consciousness, seeing things in a 
bigger and better light, a chance 
for preparing for the job higher 
up, making yourself worth more to 
others and hence to yourself. Then, 
from Oct. 19, 1935, till the end of 
December, and continuing till 
September, 1936, you will have op- 
portunity to improve occupation 
(if you have been thinking, plan- 
ning and training for it), get along 
better with superiors, increase your 
business, become more popular, and 
become a figure in your commu- 
nity. Take advantage of it. 

Your Year Ahead. 

Your problems, if you acknowl- 
edge this natal date, are more apt 
to be inner and private ones than 
public in the year to come. Health 
is dependent upon deep emotional 
states, particularly after Jan. 29: 
also avoid cold and exposure, over- 
doing. From Jan. 9 make wise 
changes in joint monies as they 
affect affectional relations, Danger: 
Nov. 26 to Feb. 28, 1935. 

Tomorrow. 

Better in morning than later; 

avoid haste and greed. 

(Copyiight 1934.) 
ON THE 

Roof Garden 

Jimmy Murray's Music 

Saturday 10 9. m. al alae 

Minimum, 3 

The DEA 
Cleyton Road at L 


BASEBALL TODAY 


DOUBLE HEADER LADIES’ DAY 


Browns vs. Detroit 
First Game 1:30 
Tickets on Sale Arcade Building 


Success May 
Be Achieved in 


By the Rev. J. F. Newton. 


HE old fable of the fox and 
Tine grapes has been misread. 

It has another and much wiser 
lesson to teach us than the one 
usually attached to it. 

The fox thought the grapes very, 
attractive as they hung out of his’ 
reach. He leaped at them and 
missed; then he tried again, and the 
second time he fell short. 

After a few more attempts he 
gave it up as a bad job. So he 
consoled himself by saying that the 
delicious-looking bunch of grapes 
Was too sour anyway. 


The expression “sour grapes” has 
become a proverb among us, denot- 
ing the mean habit of belittling 
what we cannot get and others 
may. But that may not be the 
meaning at all. 

The fox may have been more sen- 
sible than we think. Maybe he 
simply decided that the grapes were 
not desirable enough to break his 
heart over, and let them go. 


They looked better than they 
really were, as most things in life 
do. The fox was talking to him- 
self, not to anyone else, and he hit 
upon a real bit of wisdom. 

Things are seldom what they 
seem. Success is rarely as gratify- 
ing in reality as in prospect. Man- 
kind is lured by illusions, and to 
learn that truth is to save our- 
selves much heart-ache as we go 
through the years. 

It is an awful blunder to sit down 
and mourn over what we cannot 
get. If we got it we should prob- 
ably discover that it did not come 
up to the level of our hopes. 

To allow the loss of a thing to 
rob us of the incentive to effort 
in new directions, is foolish. There 
are other opportunities, other fish 
in the sea to catch—our life and 
happiness do not depend upon one 
thing. 


The old saw: “If she be not fair 


ibe?” is not a bad philosophy, 


she 
but 
The fox was too 
his eggs in one 


to me, what care I how fair 


few act on it. 
wise to put all 
basket. 

The best remedy for any kind of 
disappointment is to harness all our 
powers to what we can accomplish, 
and do our best. He is wise who 
pours all his energy into the chan- 
nel that is open instead of wasting 
time before a closed door. 

After all, perhaps the fox was 


AMUSEMENTS 


9800 ST. . 
50-MINUTE SPRINT 


TONITE 


STARTS 9:20 P. M. 
SOMEBODY'S 
GOT TO GO! 


Various Weys 


Walter Winchell on Broadway 


Memos From the Notebook of a Reporter 


Are Critics People? 
“I have but one neck and Elmer 


it.’"—John Anderson. 


Anderson? Slanderson! 
Controversy. 
The pronunciation of “quin- 


tuplets” has started a bit of a war 
between D. M. R. and E. M. New- 
man, the travelogue man. 

“Dictionary or not,” responds the 
latter, who started the fight in the 
firgt place, “is ‘duplicate’ pro- 
nounced ‘dooplicate?’ If so, it is a 
noo one on me, Yours for « Noo 
Deal.” 

Things I never Nyew Til Now. 


Delightful. 


From a Cleveland correspondent 
to Eleanor Clarage: ywhy a fight 
between Halliburton and Winchell 
about the story of sending a girl 
11 roses—‘the twelfth one is you, 
darling!’ Because years ago we 
sent one rose with a note reading: 
‘You are the other eleven, dear!’” 


Local Talent. 


“Dear Walter,” screams Neal 
O’Hara all the way from Boston, 
“when you quote Editor and Pub- 
lisher don’t quit before the end 
of a sentence, the quotation of the 
Boston high school pupil's test 
read: “The favorite writer is Rip- 


ley, closely followed by Will Rog- 
ers, Walter Winchell and Neal 
O’Hara.’ 


“That leaves me in fourth place, 
I know, but it’s still the first di- 


vision. All best, Neal (Give a 
guy a break) O'Hara.” 
Believe it or not, I always 


thought Ripley was a cartoonist. 


Theme Song of Cities. 
By Phil Stone, New York: “The 
Beat of My Heart” ... Chicago: 


“Til Wind” ... Montreal: “Love 
Thy Neighbor” Pittsburgh. 
“Smoke Rings” Philadelphia: 


“How Do I Know It’s Sunday?” 


A Classic in Nonsense. 


Last night I saw upon the stair 
A little man who wasn’t there. 
He wasn’t there again today; 
Gee whiz, I wish he’d go away! 
—Anon via R. K. Chidsey. 


Gag. 
Ivan Lebedeff tells of the Rus- 
sian still loyal to the late Czar, 


Rice has added another pain to oa 


who was arrested as he prepared 
to flee the country. The quiz be- 
fore the Secret Police went this 
ay: “Where were you born?” 
“In St. Petersburg,” he said. 
“Where were you educated?” 
“In Petrograd.” 

“Where do you live now?” 

“In Leningrad.” 

“Where would you like to live?” 
“In St. Petersburg.” 


Nifties. 

By Olin Miller: Columnists may 
come and columnists may go but 
a gag goes on forever. ... Don't 
worry about what people think of 
you. They so rarely do....An 
editorial writer says Huey Long 
is a magician. Maybe so. But he 
has never pulled anything out of 
nis hat funnier than his own head 
. A gossip is one who talks to 
you about others; a bore is one 
who talks to you about himself; 
a brilliant conversationalist is one 
who talks to you about you. 


Oop! 

A new subscriber to The Press, 
a racing authority, wrote the edi- 
tor that he became acquainted with 
‘the gazette after George Jessel let 
him glance at it, but “he made me 
give it back to him.” The editor, 
Frank Menke, who has a sensay- 
uma, replied: 

“Georgie always keeps the paper 
as a source for his very best gags. 
Without our paper Jessel would 
be a tragedian.” 


There, Now. 


“In a recent interview with your 
correspondent a managing editor 
stated that the columnist is rapidly 
on the wane. There is no palpable 
evidence of this. On Broadway 
columnists .are highly respected 
members of the community; they 
are pampered, feared and even 
impersonated. Their appearance on 
the stage is demanded, and they 
command fabulous’ salaries for 
merely mumbling a few -words.”— 
From The Montreal Gazette. 


Typographical Error. 


Two of the columning craft will 
invade the theater district some 
time this week, and a request to 
guest star goes as follows: “How 

»out taking a bow?” 

Or a boo? 


— 


really foxy, and if we learn his wis- 
dom it will mean much for our joy. 


PHOTOPLAY THEATERS 


25c 


4900 D 12:30 to 6 


UPTOWN} 


ZC ¢ | 


Jean HarlowexFranchot Tone 
* Lionel Barrymore * 


‘The Girl From Missouri’ 


PLUS 2nd HIT 


‘Crime of Helen Stanley’ 


RALPH * GAIL » SHIRLKy 
BELLAMY PATRICK GREY 


MAE WEST 


“BELLE OF THE 90'S” 


ZASU PITTS—SLIM SUMMERVILLE 
“THEIR BIG MOMENT 


SHIRLEY TEMPLE in "PARDON | MY PUPS’ 
"BACHELOR BAIT,"' a ERWIN 


CONGRESS 


CHestnut 7666 


indber.gh 


|MAFFITT 


~=s-0- oo _—_ 


PREVUE TONIGHT 


PREVUE 
TONIGHT. 


of the World’s Greatest 
Musical Picture 
Come oo ate as 10: 1 and 
s Picture 


* MCHARLEY CHAN | 
IN LONDON" 


FOR 


SSeS ee = 
— — = = 


——————— 
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“CHARLIE CHAN IN LONDON” 
Richard Dix in “HIS GREATEST GAMBLE” 


eo 
— eS cos 


oo 


nay la “a 
MAPLEWO on M ate i 


MIKADO | ON THE 
5955 Easton STAGE 


FAD ae a 
(4 ST.LOUIS AMUSEMENT CO. 


GRANAD Ch estnut ; eS TLUS, ‘NOTOAROUE SOPHIE LANGE. a 
ANADA on. | 
wasp uxnec 2 (WILL ROGERS aiaher 


EDNA MAY — 
MARION NIXO 

BILLIE BUR 

BUSTER CRABBE 


MATINEE TODAY—DOORS OPEN 1:30 P M. 
AMATEUR R TALENT CONTEST AT NIGHT 
BILLY KNIGHT, MASTER OF CEREMONIES 


L. AYRES, ‘SHE LEARNED ABOUT SAILORS’ 
MARY BRIAN, ‘SHADOWS OF SING SING, 


‘WE'RE RICH 
AGAIN’ 


PLUS ADDED NOVELTY OF JOY 


KE 


N-FILLED ACTS!!! 


4023 Olive 


KAY FRANCIS in ‘DR, MONICA.’ CHES- 
TER MORRIS, ‘LET’S TALK IT OVER,’ 


AUBERT 


FLORISSANT 2138 E. Grane 


C. FIELDS, ‘OLD-FASHIONED WAY.’ 
WYNNE GIBSON, ‘I GIVE MY LOVE.’ 


GRAVOIS 2631 $. Jefferson 
L. AYRES, ‘She Learned About Sailors.’ 
John Wayne in ‘RANDY RIDES ALONE 


NE.’ 
KINGSLAND 


6457 Graveis 


¥: ety E MY LOVE AND Man Loco WAY, 4 


LAFAYETTE 1 « — 


John ‘WILD 


Boles-Harry Green, 
Robert Young, ‘WHOM GODS DESTROY.’ , 


Vandevénter 
and St. Louis 


4949 Easton 


George Bancroft, ‘ELMER AND ELSIE.’ 
L. A ‘She Learned About Sailors.’ 


MANCHESTER 4247 agen pe 


ohn Boles-Harry Green, ‘WILD GO 
Walker in LOUDSPEAKER? 
$851 Deimar 


PAGEANT 
NED WAY.’ 


W. C. Fields, ‘OLD-FASHIO 
‘I GIVE MY LOVE’ AND HAL LeROY. 
SHAW 8901 Shaw : 


‘OLD-FASHIONED WAY.’ 


‘I 1 GIVE MY M LOVE’ AND HAL LeROY. 
¥-|TIV OLI 6350 Delmar 


Se nae CASTI® FIRF 
AKRNLS ATER in ‘GRAND 


Joan aumnaund t. McHugh coe 
a ec i] . T ot 
SHIRLEY TEMPLE in WHAT To ‘bo 


WwW. C. [..DS, ‘OLD-FASHIONED WAY.’ 
‘I GIVE MY LOVE’ AND MORRO CASTLE FIRE. 


PHOTOPLAY THEATERS 


NOW SHOWING 
ALEXANDER DUMAS"' 
IMMORTAL ROMANCE! 


“THE COUNT OF 


MONTE CRISTO" 
with 
Robert Denat—Elissa Landi 
Me 4 Also Sa 
ie ! Pete Smith | Willie Whopper 2'< 
z Oddity | Cartoon ‘8 


Cocoa Shake” 


A delicious, cooling drink, goog 
all the year around for adults and 
children, especially the latter i 
they have tired of the taste of mj) k, 
is a cocoa shake, 

For two large portions, take two 
dessertspoonfuls of cocoa and two 
of sugar. Mix well, adding mijx. 
Heat on stove, add one-half tea. 
spoon of vanilla and pint of milk. 
Put in a shaker with plenty o 
cracked ice and when very cold, 
serve. 


Chicken Loaf 

Put cooked chicken through the 
grinder until you have three cups, 
Put one-fourth small onion and one. 
fourth small green pepper through 
the grinder and add to the chicken 
Add sufficient mayonnaise to hej 
the ingredients together. Chop fou, 
hard-boiled eggs finely and dq 
mayonnaise to them to hold togeth- 
er. Dissolve one tablespoon gela. 
tine over hot water and add to the 
chicken mixture. Put half th, 
chicken in a square mold and spreaq 
the egg mixture over the top. Now 
add remaining chicken and press 
jinto an even mold. Place in the re. 
frigerator until ready to serve, then 
unmold on a small platter and gar. 
nish with sprigs of watercress. This 
may be made just as successfylly 
with cooked lean pork, veal or 
lamb. 


Care of Milk 


A good motto for milk is “clean. 
cold, covered.” Always keep the 
milk as close to the ice as possibie 
and as soon as what is needed ic 
poured off, return the hottle, sq 
that the same temperature may be 
retained. 


PHOTOPLAY THEATERS . 


—NO 
im The Season’s Comedy Drama Smash— 
Ae Lavish with Humor, Remance,Glamour! 


An REO-Radio Picture 
With 


MIRIAM HOPKINS 
JOEL McCREA 


FAY WRAY—REGINALD DENNY { 


= 


Warner Bros.’ Dramatic Hi 


{ 
' 
‘ 
' 
i F ES 
4 
4 
' 
U 


With 


EDW. G. ROBINSON 
MARY ASTOR—RICARDO CORTEZ 


SHUBERT 


i DOORS OPEN 12:30 P. M. 
—NOW 


SHIRLEY TEMPLE 
GARY COOPER 
CAROLE LOMBARD 
in Paramount's 
"NOW AND FOREVER" 
Also— 


4 “DRAGON MURDER CASE” | 
with WARREN WILLIAM } 


RSL? © 24.6: 35°] 


*JEAN 


*xFRANCHOT *LIONEL 
HARLOW TONE BARRYMORE 
7 ‘THE GIRL FROM MISSOURI’ 
Matinee 2 P.M. *RALPH BELLAMY *SHIRLEY GREY 
2Scio6P.M.) “THE CRIME OF HELEN STANLEY’ 


PLUS BILLY GILBERT IN ‘APPLES TO YOU ' xx 


TODAY’S PHOTO PLAY INDEX 


— 


Natural Bridge 2 Euclid. 


BRIDGE|Nstr Bride, 2 Hocus. 


Sweethearts’ & R. ‘ation ‘Come on Marines’ 


15th Montgomery 


MONTGOMERY | ‘Emperor ery Paul Robe- 


son, and ‘Lawless Valiey,’ Lane Chandies. 


Cinderella Shirley Temple Contest 


Cherokee & lowa 

Robt. Armstrong in ‘Hell Cat.’ Lila Lee 

in ‘In Love With Life’ Sargain nite. 
NITE. 


COLUMBIA 370ch™ 


STUART ERWIN, 
5257 Southwest 


ANN SOTHERN in 
‘THE PARTY’S OVER’ 


and Marian Nixon in ‘THE LINEUP.’ 


FAIRY ‘Operator 13,’ M. Davies. 


Also Wheeler. & Woolsey in 
56640 Kaston 


‘Cockeyed Cavaliers.’ 
Hollywood Warre n William in 
6th & St. Oharies 2 


‘Bedside.’ John Miljan 
in ‘TWIN HUSBANDS.’ 

Martian Davies ‘Operator 

i R M A 13.’ Also Ramon Novarro in 
6324 Bartmer 


in 
‘Laughing Boy.’ 
Ivanhoe! 1°:2%., Ann Harding, John 
3239 Ivanhoe 


Boles, ‘Virgie Winters.’ Jimmy 
Charley Chase Act. 


Durante, ie Party.’ 
Krasy K 
Jack Holt in ‘Whirlpool.’ 

King Bee |} Maynard in ‘Wheels 
1710 N. Jefferson] of Destiny.’ Serial. 
Kirkwood a, tne Sene 
Kirkwood, Mo. ee and ‘In the Money.’ 
LEMAY | 318 Lemay Ferry Road 

Tim McCoy, ‘A Man’s Game. ° 
Jack Haley, ‘Here Comes the Groom.’ 


— Program, Shirley 


‘Hell Cat,’ with Robt. Arm- 
NEW WHITE WAY trong ang ae ial 
6th & Hickory | with Pat Patterson. 


OZARK en Colman, 


Webster Uroves retta Young in 


‘BULL 006 DRUMMOKD STRIKES BACK’ 


Nils Asther, Gloria Stuart in ‘the Love 
Captive’ Today, Adults 25c Until 6:30 


PALM 
3010 N. union | ‘$tamboul Quest’ 


JAMES DUNN and SHIRLEY TEMPLE 
in ‘BABY TAKE A BOW.’ CARTOOS: 
ae Nixon in ‘Embarras* 


PARK ing Moments.’ Burns & Alles 


3145 PARK! in ‘Many Happy Returns.’ 


Continuous 2:30 to 11:30. 


MYRNA LOY and 
GEO. BRENT in 


—_ 
ee -- 


‘Cc oa keyed Cavaliers,’ 
Wheeler & Woolsey. ‘Per- 
sonality Kid,’ Pat O'Bries. 


Pauline 
Lillian & Claxton 


100-206. Temple, 
Princess ‘Little Miss Marker. W™. 


2841 Pestalozzi| Powell, Myrna Loy in ‘Tbe 


Shirley 


Thin Man.’ Selected Shorts. 
W Bargain "Prices. spencer 
Red ing| Tracy in ‘Now Pl Tell,’ 
4557 Virginia and ‘Keep ‘=m Rolling.’ 
RIVOLI Mary Brian and Bruce 
Cabot in ‘Shadows of 
6th Near Ulive Sing Sing,’ & The Moth’ 


ROBIN. Shirley Temple in ‘Babs Take 
| a Bow.’ Also ‘Hollywood Far 


‘ONE I8 GUILTY,’ 
HA 
dune 


with 

° Also 
WOMEN, with Wal- 
Olyde 


Ashiand 


3520 Newstead 
lace Ford and 


BADEN 


8201 N. B’way 

Bremen | = 

20th & Bremen , Ww Wayne, a 
‘OPERATOR , 

L Ez Ez — me 35, ’ Masten Davies 


Carole ge John Bar- 
Sr 


‘DR. MONICA,’ 
4366 Lee iRay 


Lexington Last Day. Joe E. Brown, 
The Cireus Clown.’ All H a 
3408 N. Union |Star Cast in ‘Corruption.’ —" webta| ty" wen Jaa 6 a 
Robt. Mont ame ‘Mys- ‘Shoot the Works, Jack 
5416 Arsenal in ‘Man Traties.’ 10¢-15e. 6500 Lansdowne | Great,’ D. “Fairbanks Jt. 
tte ‘Shadows of Sin Sing,’ (Adult only program.) 
Marque | Mary Brian. neing Shady Oak ‘Life of Virgie Winters 
1806 Franklin Man,’ Judith Alten. CLAYTON & ‘I Got Your Number 
s. Ruggles, ‘Murder | Spencer Tracy in “NOW 
McNAIR | in the Private Car.’ R. STUDIO VLL TELL.’ Tim Mccoy 
2100 Pestaioss) | Navarro, ‘Laughing Boy.’ | 6218 Nat. Bridge | in ‘Voice in the Night 
Mickey Mouse. Musical Cartoon. lOc & 20¢.| -—.— are 
Ken Maynard in vu 
MELBA | Fat, O'Brien, ‘Personality Temple | oF prstixy.’ ‘Little Miss 
and ‘Whom the Gods | FERUU Marker’ with Shiriey ‘* 
Grand & Miami| Destroy.’ Robert } adh — stra ibn are 
Bargain Nite. Lyle ares 
MELVIN oe ia ee yaa A of a Virginia ‘Return of the — : Pry. 
Tim McCoy, | 5117 Virginia | MeCoy in ‘The Whirlwin 
2012 Onpoowe| Senne Car 17, " ~ 7 — 
Lyle Talbot te ‘RE 
Michigan)*** OBrien. Person-| Wellston | "Gy Tae TeRKOR: 
[aiity ia? Bo Kid.’ Hobe. A A K | 6226 Maston Chester Morris is 
71224 Michigans Manhattan Love Song.’ ‘EMBARRASSING MOMENTS.’ 


Colleen Moore 


o’ FALLON Pauline Frederic 


4026 W. wtestenane | "SOCIAL REUISTES,” 
“THE FIGHTING ‘CODE. 


Shamarne oa Bow’ 


Sosa Take a Bow” 
4704 Maffitt hiriey Temple. 


Us CLOWN’ with doe E. aomtoat® 
Carole Lombard, 
John wg tt bah 


Salisbury 
2504 Salisbury ‘20TH CENTURY. 


John Wayne in ‘Haanted Gold.’ 


P 
Hf : 
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Ripley's 5 
Today's 


RADI 
PROGR. 
for TOI 


st. Louis stations broa 
lowing channels: KSD, 
7090 Ke; KWK, 1350 ke 
wrEW, 760 ke; KFUO, 5: 
12:00 Noon KSD—REX 


CHESTRA. 
KMOX—Danny Rf 


Farm and Home p 
KFUO—Health tall 
WIL—Memories in 
Smackout. KMO: 
taineers. WEW—! 
KSD—GR 


Friendly Foursome. 
monette. KWK—4 
KMOX—Exchange 
Happy Tunes. 
KSD—WEEK-END 
KMOX — ‘Harmon 
America’s Cup race 
WIL — Jere Can 
K MOX—Shoppers’ : 
White. 
KMOX—Yacht 
Releases, 
KWK—Don Carlos’ 
WLL—Neighborhood 
—High and Lov 
Leaf, organist. 
KS D—PALMER 
CHESTRA,. 
WEW—Caroline 
KMOX—wWindow Sr? 
Mere KW 


C—- Rac 

EW — ' Joe Hradl 
WwIL~Scleiae KM 
KWK—Palmer Clat 
KSD—DANCE ORC 
WiIL—Opportunity ~ 
—Banatar Kapella. 
dow: Shoppers. } 
Malotte, news rhym 
KMOX—Polo matcl 
soloists. 
KSD — CHICK WI 

RA 


T ° 
WIL—Merrymakers. 
of St. Louis. KWK- 
man, piano duo, | 
Paule. 
KWK—Ranch Boys. 
Art Aahn, pianist. 
Husing. WEW—Ol 
cay ram 
MAN’S FAMIL 
KWK—John Soul 
WIL—Jac Ja! Jervil 
sic. Mischa Rag 
chestra. 
KMOX—-Ted Husing 
Me. WIL-—Johnny 
tainers. 
KSD—BASEBALL | 
COAKLEY’S ORCHI 
Ww EW ata Ed die Dur 
tra. WIL—Jones an 
—Accordion orchest 
Dance orchestra. K 
Fingers of Harmony 
W1IL—Orientale pro; 
Sam Robbins’ orche 
Leon Belasco’s orche 


1:15 


rac 


3:13 


4:00 
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ocoa Shaka 


bus, cooling drink, goog 
around for adults and 
especially the latter ig 
tired of the taste of milk 
shake. 3 

> large portions, take two 
bonfuls of cocoa and two 
Mix well, adding milk, 
Stove, add one-half tea. 
Vanilla and pint of milk. 
shaker with plenty o¢ 
e and when very cold, 


Chicken Loaf 
ked chicken through the 
Intil you have three cups, 
burth small onion and one- 
hall green pepper through 
ir qnd add to the chicken. 
cient mayonnaise to held 
Bients together. Chop four 
d eggs finely and add 
ise to them to hold togeth- 
blve one tablespoon gela- 
hot water and add to the 
mixture. Put half the 
a square mold and spread 
hixture over the top. Now 
ining chicken and press 
yen mold. Place in the re. 
until ready to serve, then 
a small platter and gar. 
sprigs of watercress. This 
made just as successfully 
ed lean pork, veal or 


Care of Milk 

motto for milk is “clean, 
ered.’ Always keep the 
lose to the ice as possibie 
pon as what is needed ic 
f, return the bottle, sa 
Bame temperature may be 


OPLAY THEATERS _ 


nm 


n’'s Comedy Drama Smash— 
th Humor, Remanee, Glamour! 


RKEO-FRadio Picture 
With 


RIAM HOPKINS 


pes 
ner Bros.’ Dramatic Hit 


| with | 
DW. G. ROBINSON 
ARY ASTOR—RICARDO CORTEZ 


RS OPEN 12:30 P. Mu: 
—NOow— 
SHIRLEY -TEMPLE 
ROLE LOMBARD 


in Paramount's 


FOREVER" 


CASE”’ 
th WARREN WILLIAM 


[Ml 2: @2tM 6: Ty 


*x*LIONEL 
BARRYMORE 


MISSOURI’ 


ee ee ee 


*SHIRLEY GREY 


LEN STANLEY’ 
N ‘APPLES TO YOU_xqy 


AY INDEX 


ay 15th &. Montgome 
ny ‘Emperor Jones,’ Paul "Robe- 
wiess Valley,’ Lane Chandler. 


oT 


WAY: ‘Hell Cat,’ with Robt. Arm- 
‘strong, and ‘Call It Lack, 
/with Pat Patterson, 


| Continuous 2:30 to 11:30. . 


Ronald Colman, 
ves Loretta Young in 


5 DRUMMOND STRIKES BACK’ 


' Gioria Stuart in ‘The Love 
Today, Adults 25¢ Until 6:30. 


77, 


MYRNA LOY .and 


! GEO. BRENT in 


in ‘Stamboul Quest’ 


UNN and SHIRLEY TEMPLE 
TAKE A BOW.’ CARTOON. 


| Marian Nixon in ‘Embarrass- 
ing Moments.’ Burns &- Allen 
in ‘Many Happy Returns,’ 
‘Cockeyed Cavaliers,’ 
Wheeler & Woolsey. ‘Per- 
ton| sonality Kid,’ Pat O’Brien. 


ss 10c-20¢. Shirley Temple, 

‘Little Miss Marker.’ Wm. 

bazi' Powell, Myrna Loy ‘The 
Selected Shorts, 

Bargain Prices. Spencer 

ing Tracy in ‘Now Vl Tell,’ 

Rolling.’ 


a 


hia land ‘Keep ’Em 


} Mary Brian and Bruce 
/Cabot in ‘Shadows of 
ve | Sing Sing,’ & ‘The Moth. 
i etree ED 


| Shirley Temple in ‘Baby Take 
a Bow.’ Also ‘Hollywood Par- 
ty’ with Laurel & Hardy. 


y / ‘Shoot the Works,’ dack 
‘Oakie. ‘Catherine the 
owne | Great,’ D. Fairbanks Jr. 
cerca OT 


, ie (Adult only program.) 
Oak! ‘Life of Virgle winters 


_& ‘1 Got Your Num 
NR ML I A 
PS pear . 
“Spencer Tracy in ‘NOV 
Vii. TELL.’ Tim McCoy 
in ‘Voice in the Night. 
— eos 


ridge 
“Ken Maynard in ‘WHEELS 
OF DESTINY.’ ‘Little Miss 
Marker’ with Shirley Temple. 
Bie SEAL ON 


| Bargain Nite. Lyle Talbot, 
@ Return of the Terror.’ rims 
a | MeCoy in ‘The Whirlwind. 


; | Lyle Lalbot in ‘RETURN 
| OF THE TERROR.’ 

. Chester Morris ia 

ARRASSING MOMENTS.’ 


ON Pauline Frederic % 
ssant ‘SOCIAL REGISTES.” 
Kuck Jones in 
HE FIGHTING CODE.’ 


Colleen Moore : 


ae 


§| ‘Baby Take a Bow” 


it Shirley Temple. 
CLOWN’ with Joe E. Brows. 
Carole Lombard, 


| ry John Narrymore 
burs “OTH ary eTRYS 


Viayne in ‘Haunted Gold.’ i 


‘ 


“Ripley's Believe It or Not 
Today's Radio Programs 
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| Wiggam's Questionnaire’ 


An Exciting Short Story 
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2:45 


~ RADIO 


PROGRAMS 


is stations broadcast on the fol- 
nannels: KSD, §50 kc; KMOX, 
KWK, 1350 ke; WIL, 1250 ke; 
soon KSD—REX BATTLE’S OR- 

‘ HESTRA, 
«MOX—Danny Russo’s orchestra. 
1——Luncheon dansante. WEW 
sie KWK—Last part 


» and Home program. 
«'UO—Health talk; organ. 
'—Memories in Melody. KWK— 
sackout MOX—Ozark Motn- 
ers. WEW—Dance music, 
BROTHERS’ OR- 


WIL — Melody 
KMOX—Round Towners, 


of 


k<1)-—4GREEN 
‘ Hi} STRA, 
Ki K—Musicale. 


oy) KSD-—RADIO PLAY BILL, 


\ iunes. 
» KSD-—-WEEK-END REVUE. 


’ Ko li—-PALMER 


K-—-Tommy Tucker’s orchestra. 

Hollywood Impressions. 

-diy Foursome. KMOX—Har- 
KW K—Songsters. 

WIiL— 


<—-Exchange Club. 


— Harmonettes. KwK— 
‘a's Cup race. 

- Jere Cammack, organist. 
.—Shoppers’ Club. KWK—Bob 


\—Yacht race. . WIL—Police 
es. WEW—Yodeling Smitty. 
Don Carlos’ orchestra, 
Neighborhood program. KWK 
and Low. KMOX—Ann 


organist, 
CLARK’S OR. 


‘Caroline and Mildred. 
X—Window Shoppers. WIL— 
rvmakers. KWK — America’s 
Race. 
Joe Hrdlicka’s orchestra. 
WI! Soloist. KMOX—Polo game. 
“wy K—-Palmer Clark’s orchestra. 
KA D—DANCE ORCHESTRA. 
WIlL—Opportunity program. WEW 
Banatar Kapellaa. KMOX—wWin- 
Shoppers. KWK—Stanleigh 
tte, news rhymster. 
‘OX—Polo match. KWK—NBC 
eo 


(HESTRA, 


4\D — CHICK WEBB’S ORCHES- 


rra4 
i\L—Merrymakers. KMOX—Voice 
Louis. KWK—Platt and Nier- 
“an, piano duo, KMOX—Norman 
WEW—Movie News. 
“\K—Ranch Boys. WGN (720)— 
ahn, pianist. KMOX—Ted 
cing. WEW—Old Country Store. 


' KSD—BASEBALL SCORES; ONE 


‘AN'S FAMILY. a 
K\WK—John Johnson’s orchestra. 
'L—Jaec Ja) Jerville. WEW—Mu- 
Mischa Raginsky and or- 


‘Ta 
{OX-——-Ted Husing, “Believe You 
WiIL—Johnny Hanley’s enter- 


re 


. KS D—BASEBALL SCORES; TOM 


Leon Belasco’s orchestra. 


(OAKLEY’S ORCHESTRA, 

VEW —- Eddie Dunsmore’s orches- 
‘tra. WIL—Jones and Hare. KMOX 
Accordion orchestra. WEW 

e orchestra. KWK — 
cers of Harmony. 

[L—Orientale program. KMOX— 

am Robbins’ orchestra. KWK— 


E 
Twenty 


Let's Explore Your Mind 


By ALBERT EDWARD WIGGAM, D. Se. 
See Whether His Opinions Agree With Your Own 


—Do men know women today 
, Detter than their fathers and 
grandfathers? 


—Is intemperance in eating as 
bad, morally, as intemperance 
®in drinking? 


—Is the popular impression jus- 
tified that musicians are usually 
"lacking -in general native com- 


mon sense? 


AUTHOR’S NOTE: These answers are given from the scientific point 


of view. 


individuals, 
'-—Much better, although the sexes 
] still do not begin to know each 
* other as well as they should. As 
that brilliant French scholar, Andre 
Maurois, points out in the New York 
Times, when young men and women 
swim, dance, row, travel and study to- 
gether in school and college they must 
know one another much better than did 
their grandmothers and grandfathers. 
But I should add that the more they 
study normal psychology and human 
nature in general, under competent 
teachers, in high school and college— 
aye, even in the grades—the better still 
wili they understand each other and 
be able to adjust their lives together 
more happily. 
—No, although it is bad enough 
9 and kills an enormous number of 
* people. Eating to excess, however, 
does not cause the nervous imbalance 


Science puts the rights of organized society above the rights of 


and the psychological and moral disin- 
tegration and degeneration caused by 
intemperate drinking. A person usu: 
ally kills only himself by over-eating, 
but often kills others and breaks their 
hearts by over-drinking., ' 
—No. In talking with Prof. 
Lewis M. Terman, of Stanford, 
® about his famous study of 1000 
gifted children I asked him if he found 


-any ground for this belief about musi- 


cal people. “The impression gained,” 
he replied, “was just the opposite. I 
came out of the investiggtion with a 
much higher opinion of the real intel- 
ligence of musicians, artists, poets, etc., 
than is usually held.” I asked almost 
the same question of Dean Carl E. Sea- 
shore of the University of Iowa who, 
with his pupils, has given us about all 
we know ‘of the psychology of music 
and he made a very similar reply. 


5:00 KSD—THREE SCAMPS, male trio. 
IL—Fred Fischer, baritone, WGN 
(720)—Len Salvo, organist. KMOX 
-—Piano Melodies and sport talk. 
WBBM (770)—Jack Russell's or- 
chestra. KWkK—Three X Sisters. 


KSD — “HOMESPUN PHILOSO- 
PHY,” DR. WILLIAM HIRAM 
FOULKES. 

WIL—Janice Smith, pianist. KMOX 
——Baseball highlights. KWK—Fly- 
ing with Capt. Al Williams. CBS 
Net—tTito Guizar. 


:'25 KSD—FASEBALL SCORES. 


KFUO—S.iovak program. WIL— 
Three Ebony Dots. KMOX—Joe 
Reichman’s orchestra. KWK—Royal 
Hawaiian orchestra. 

WIL—Parade of Stars. KFUO— 
German program. KMOX—Mary 
Eastman, soprano. 


— DON BESTOR’S ORCHES- 
KMOX—"“Roxy’s  Ajir Pictures,” 
WIL—Dinner concert. WGN (720) 
—Strin ensemble. KWK—Musi- 
cians’ tective Association Dban- 
cuet. 
KSD—SCHOOL AND COMMUNI- 
TY PROGRAM. 
WIL—Metropolitan Melodies. 
KSD—PRESS RADIO NEWS 
LETINS; HAND§ ACRO 
BORDER CONCERT; soloist and 


Joseph Littaea’s orchestra. 
— Baseball resume. KYW 
(1020) — Guy Lombardo’s orches- 
tra. WIL-—Talk. KMOX—Jimmy 
Carbin, pianist. WJZ Net—Nerthern 
Lig dr 
WI 
KM k 
chettra. KWK—Press radio news 
and Seth Greiner, pianist. 
KSD—VETERANS OF FOREIGN 
WARS PROGRAM, 
KWK—Radio City Party. A  pro- 
gram planned to feature outstand- 
ing artists and entertainers. WIL 
—Variety program. KMOX-—Satur- 
day review. 
WwI Mr. Fixit. 
KSD—THE GIBSON FAMILY. A 
new radie musical comedy by Court- 
ney Ryley Cooper, with songs by 
Howard Dietz and Arthur Schwarts 


KWK—Jamboree variety program. 
KMOX—RIi Himber’s orehestra 
and Joey Nash, tenor. WIL—Hilar- 


ities. 
7:45—WIL Music. 
8:00 KMOX — Manhattan Serenaders. 
WIL—aAces. 
8:15 WIL—Band Box Revue. 
8:30 


WwGN— 
Symphony orchestra. 
KSD—Danny Malone, the Irish 
tenor. 
KMOX — Elder and His 
e WLS 


Congregation. 
Barn Dance. WIL—Talk. 


KSD—SIBERIAN SINGERS, MALE 
OCTET. 
WIL—Pinto Pete. 


KSD—SPORT REVIEW. 

KMOX—Baseball resume. WIiIL— 

Fashion Revue. 

KSD—BAR ASSOCIATION TALK. 
oO 


Gray’s orchestra. 
WIL—Orchestra. 
Whiteman’s Saturday 


KMOX — Larry 
orchestra. 


Michaux 


ght party. 
WIL—Sparklers, 
Hughes, tenor. 
KMOX—Joe Haynes’ 
WIL—Rhythmizers. 
KSD—STUDIO MUSICALE. KWK 
—News comments and dance orches- 
tra. KMOX—Sport talk; Rube 
Wall’s orchestra. WIL—Orchestra. 
KSD — CAREFREE CARNIVAL; 
Ned Tollinger, master of ceremonies; 
Meredith Whlson’s orchestra; the 
Doric Quartet; Goge Detys, contral- 
to; Tommy Harris, songs; Will Ase- 
brey, Bard ef the Byways; Senator 
Fishface, comedian; Rita Lane, so- 
prano, and Marshall Maverick’s 
Hillbilly Greup. 
WIL—Serenaders. KWK — Bob 
White. 

KWK—aAnson Weeks’ orchestra. 
WIL—Melodies. KMOX — Charies 
Barnett’s orchestra. 
WIL—Dance orchestra. 
KSD—ART KASSEL’S ORCHES- 
TRA. 
KMOX — Herbie Kay’s orchestra. 
KWK—Gray Gordon's orchestra. 
— UDDY ROGERS’ ORCHES- 
RA, 
KMOX—Carlos Molino’s orchestra. 
KWK—Stan Meyers’ orchestra. 
KMOX—Freddie Hankle’s orchestra. 
WLW (700)—Moon River concert. 
KWK— lic. 


Drama and Sketches a 


KSD—“ONE MAN’S FAMILY.” 
Radio Concerts - 4 


KSD—HANDS ACROSS THE BOR- 
KSD—SIBERIAN SINGERS. 


Dance Music Tonight | 


6:00 KSD—DON BESTOR. 
8:30 KSD—ORCHESTRA. 
9:45 KMOX—Joe Haynes. 

: KMOX—Rube Wall. 
KWK—Anson Weeks. 
Charlies Barnett. 
KSD—ART KASSEL. 
KMOX—Herbie Kay. KWK-—Gray 


Gordon. 

11:30 KSD—BUDDY ROGERS. 
KMOX—Carilos Molino. 
Stan Meyers. 


KMOX — 


KWK — 


Programs on 
KSD Tonight; 


New Musical Comedy. 
T 4 o'clock, One Man’s Family, 
which has been shifted to this 
time. 
At 5 o’clock, the Three Scamps. 
At 5:15, Dr. William . Hiram 
Foulkes’ “Homespun Philosophy.” 
At 5:25, baseball scores. 
At 6 o'clock, Don Bestor’s orches- 


tra. 

At 6:15, the School and Commu- 
nity program. 

At 6:30, Hands Across the Border 
concert. 

At 7 o'clock, Veterans of Foreign 
Wars anniversary program. 

At 7:30, “Gibson Family” musical 
comedy, book by Courtney Ryley 
Cooper and lyrics and music by 
Howard Deitz and Arthur Schwartz. 
Lois Bennett and Conrad Thibault 
sing the leading roles. 


we 


STUDEBAKER 


CHAMPIONS | 
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KMOX 


By Eleanor Blake 


IDGEWOOD was such a pieas- | 
R ant suburb. Only the _ very 

nicest people lived there. That 
is—people who observed the ameni- 
ties as well as the commandments, 
who owned good dogs, and whose 
families never went beyond two or, 
at most, three, children. 

It was that way, at least, until the 
Jorhams moved in. The Jorhams 
being, as Mrs. Timothy Halvor re- 
marked, the entering wedge vf the 
undesirable element. 

And if anybody knew about that 
it was Mrs. Halvor. Because the 
Jorhams took over the old Ingles 
place on the corner right next to 
Halvor’s. It was a great, red‘brick 
house with a spreading squzre of 
neglected lawn and ancient shrub- 
bery; it had a coach house at the 
back and antiquated plumbirg in 
its interior, but many: rooms—oh, a 
dozen, perhaps, if you counted the 
double parlor as two, and the sum- 
mer kitchen and the small, low-ceil- 
inged servants’ quarters on the third 
floor, where the three Jorham boys 
slept. 


The house had been empty, of 
course, ever since old Mrs. Ingles 
had died there a year ago, and it 
wasn’t particularly surprising that 
the cousins downstate had let it go 
to the first buyer they found. But, 
after all, they might have consid- 


lody- | ered the neighborhood—might have 


investigated a little more closely be- 
fore they let it go to the Jornam 
outfit. 

The outfit consisted of Mrs. Jor- 
ham—never seen in anything other 
than a gingham house dress, even at 
market; of Mr. Jorham, who opened 
a plumber’s shop on Archer street 
and then sat down to wait for busi- 
ness; of Aunt Susan Kincaid, Mrs. 
Jorham’s maiden sister; of six as- 


*|sorted small Jorhams, and of two 


mongrel dogs. 

It wasn’t long before Mrs. Hal- 
vor discovered, much to her sur. 
prise, that the children were not 
only well mannered and fairly quiet 
in their play, but that they were 
willing when it came to running er- 
rands; that the dogs were kept pret- 
ty well within bounds; that neither 
Mr. nor Mrs. Jorham made any at- 
tempt to intrude on Ridgewood so- 
cial life, and that Aunt Susan had 
a capacity for work that was phe- 
nomenal. ee 

Yes, there was no doubt about it, 
Aunt Susan was, in a way, an asset. 
She not only did her full share of 
her sister’s work in caring for the 
big house and the children, too, but 
she could be called on in all‘sorts of 
emergencies to help her neighbors 
as well. 

She’d sew or wash or scrub or 
stay with the children if the Halvors 
wanted to go into town to the thea- 
ter or run over to the Wrights for 
an evening of bridge. And she 
wouldn’t charge outright for any of 
this, but Mrs. Halvor always saw 
to it that she received something 
in the way of pay because the Jor- 


hams were pretty hard up and 
needed the help. So that the only 
really bad thing about Aunt Susan 
was that she nad no sense of the 
fitness of things. 

Mrs. Halvor was thinking about 
this, a little apprehensively, while 
she put the finishing touches to the 
luncheon table that was set for 
eight. Aunt Susan had been over 
that morning to help clean up the 
house, and wash all the good glasses 
and polish the silver and prepare 
the vegetables for salad and pack 
the ice cream freezer so that the 
sherbet would be ready a little 
after 4. 

* * a 
Gaot gone on her way, then— 
not half-an-hour ago—taking 

Betty and Kenneth Halvor with 
her so they wouldn’t be in their 
mother’s way. But Mrs. Halvor, 
couldn’t be quite sure that Aunt 
Susan wouldn’t be back—wouldn’t 
come pushing right into the dining 
room at the last minute the way she 
had once before, and after the 
luncheon party was well under way 
through the salad course, ‘bringing 
jellied broth! 

Well, Mrs. Halvor had put her 
foot down that time—had told Aunt 
Susan in so many words not to do it 
again. She was glad—she had told 
Aunt Susan in a perfectly nice way— 
to have Aunt Susan’s help; glad to 
be able to pay her a little something 
now and then; but, surely, Aunt 
Susan must see that the line had to 
be drawn somewhere. Yes, it was 
very nice jellied broth and Mrs. 
Halvor appreciated it, but the next 
time would Aunt Susan mind very 
much waiting in the kitchen, at 
least? Mrs. Halvor’s voice had risen 
in an inflection that was not so 
much questioning as ironic. 

And, maybe, Aunt Susan had un- 
derstood. At any rate today, as 
she had walked through the gate 
in the fence that divided the Hal- 
vor back yard from the Jorhams’, 
with Betty and Kenneth Halvor 
running happily beside her, she had 
called back. 

“The children will be all right 
with me, Mrs. Halvor. I'll see they 
don’t bother you while you’re at 
lunch—they nor anybody else.” 

Mrs. Halvor was thinking about 
that while she opened the door for 
the first of her guests and wonder- 
ing, too, whether or not there hadn’t 
been a note in Aunt Susan’s voice 
that might have been said to verge 
on the impertinent. 

She forgot all about it, though, 
in the success of her luncheon, 
which was undoubted. And now 
that the guests were gone she was 
smiling to herself as she began 
carrying the dishes into the kitch- 
en. When Aunt Susan came back, 
with the children, she could wash 
them. 

“Mrs. Halvor”’—— ° 

Mrs. Halvor glanced out the 
kitchen door. There, sitting quietly 
on the top step, her hands folded 


in her lap, sat Aunt Susan. The 


BELIEVE IT OR NOT 


By RIPLEY 


be | 


‘) LESS THAN 3 YRS.OLD 


| PATRICIA A. SWANK 
of Springfield, lit., 
| HAD CELEBRATED 
4 EASTERS -- 
April 5.1931, March 27, 1932, April 16,1933, 
Apri} 11934 


HICKORY TRIPLETS 
3 TREES GROWN TOGETHER 


Oteasant Plains, 
Arkansas 


OF A POSTMASTER ——- W.8 PEROT 
IS WORTH 4 TIMES AS MUCH AS THE 


SIGNATURES oF ALL THE PRESIDENTS OF US. 


Z 
* 


Tue BOSTON STUMP 1 
BOSTON, MASSACHUSETTS, WAS NAMED In HONOR OF A MONK NAME 
BOTOLPH-or BOT WULF —— wHO FOUNDED A CHURCH IN Lincolnshire, England. THE TOWN WAS 
CALLED BOTOLPHSTOWN - CONTRACTED To BOTOLPHSTOW -T0 BOTOSTON -AND To BOSTON 


EXPLANATION OF YESTERDAY'S CARTOON 
THE SWASTIKA—The swastika is either male or female depending upon whether it is left or right winged. The 


German Nazis use the female swastika. While the Germans always employed the swastika as the symbol of anti-semitism, 
it is a curious fact that the Arabs, the most semitic of all people, have long used the same symbol on their tombstones 


as the sign of death. 


at | 


fr View 
gen td 


D BOTOLF , ~Bie- —~>.99 


ALASKA—Alaska extends from 51 degrees latitude north (in the Aleutians) to 72 degrees north (at Point 
Barrow.) This corresponds to the distance between Canada and Mexico. In longitude Alaska extends from 130 degrees 
west at Portland Canal to 173 degrees east, at Attu Island. This exceeds the geographical distance between New York 
on the Atlantic and Eureka on the Pacific. 


MONDAY: AN EDIFICE SOLD FOR 19 CENTS. 


children were not with her. 

“Why, Aunt Susan!” 

Aunt Susan rose slowly. “The 
little boy, Mrs. Halvor—Kenny—he 
fell out of the coach-house loft and 
broke his leg.” She paused. “About 
an hour ago,” she added, as though 
by way of afterthought. 


Mrs. Halvor’s voice was lifted in 
a sharp, maternal cry. 

“Ken-ny! My baby... ” 
stood rigid. “Where is he? 
didn’t you tell me before?” 

“It’s all right, Mrs. Halvor, Ken- 
ny’s all right. We had Dr. Forest 
in right away. He set the bone 


She 
Why 


and put the boy to sleep. He’s 
resting now. It’s just,” and now 
there could be no doubt at all that 
the quality of irony was in Aunt 
Susan’s voice, “that I figured—with 
you having company and all—I'd 
better not butt in.” 
(Copyright, 1934.) 


Secret Agent X-9—By Dashiell Hammett and Alexander Raymond 


The Underground Passage 


(Copyright, 1934.) 


KEEP BACK / 


HELLO--THE MASK ? 


Soo a la 


WAIT TILL, YOU'RE SURE DEXTER, 


IS INTHE “TUNNEL ,PRANTZ -- THEN 


A Story of College Athletics 


(Copyright, 1934.) 


- BUT IF HE WORKS 


YOU LANO HIM? 


IN A GARAGE AFTERNOONS 
AND EVENINGS, HOW CAN 


WN CION'T LEAVE THE COVER “<< 
OF THE BAKING FOWDER CAN 
: IN THE CAKE THIS TIME, 
Xa. s ~s O10 YOU. 
MANNAHM 7 


“a” 


.At 8:30 Danny Malone, Irish. 
tenor. 

At 8:45, a concert by the Siberian 
Singers. 

At 9 o'clock, KSD’s nightly sports 
review. | 

At 9:15, a Bar Association talk. 

At 9:30, Paul Whiteman’s big 
Saturday night party. 

At 10:15, the Carefree Carnival. 

At 11 o’clock, the weather report. 

From 11 o'clock to midnight, 
dance music by Art Kassel and 


Buddy Rogers’ orchestras. 


Marriage Licenses 
Births Recorded 
Burial Permits 


MARRIAGE LIC <NSES. 


Mueller eee 
M. Gissing..... 


Henry E. 


..329A Sidney 
Margaret .2811A Miami 


Benjamin R. Barnes......-- 4337A Finney 
Margaret Wright 4217W Garfield 
Freeman Emde 
Evelyn Von-Launer .. 
William 8S. Wegner Jr 
Harriet H, Sal 
. Smith 
evetra x. Woodbury..Richmond Heights 
William A. Johnson Bloomington, Il. 
Emma Sollberger wouoes 4100 Arsenal 
Carl W. Gusokey ..........4530 Maffittt 
Fern E. Gilmour. eeeee0ae0e#8e 5621 Enright 
Jose Simeone . ~..-2022 Kraft 
peng Me. Fink 1240 wats 
Eachrin Gerdes. ..1926 E. arne 
ae Bea E. Heimke. ..3619 N, Eleventh 
uenemann. .2511A Minnesota 
von RY a Beele 3410 Juniata 
, Anthony R. Lexa .... ton 
Virginia Doubek aon eee «> 
arry G, Stark stots u 
gene A Senter ; ..3927 Castieman 
Edwin E. Cowles.. 
Leona Bahn perce in Be 
OY ceo ceceee UNiVersity 
hag Ppa 4 5502 Delmar 
Kenneth G. Frank. pbbtecssseshenee 
Mrs. Pauline Perou ....+---.784 re 
Charlies J. Gragg....+---2606A Parnell 
Alice A. Keneaster . vent! is psig some 
ward B, Heath. oi os bo ee lliivan 
Hazel K. Smith... 4972 Lindenwood 
Bill Lowe.. ..- 1909 Coleman 
Mrs Edith Berra 


..1909 Coleman 
eeeeese . East St. Louis 
Rudolph Volkman y 


6516 Berthoildt 


eeeeense 


Aana Korobey eccesccces «mast 


Alfred B, Claus eseeesnee .4137 Kossuth 
Elien M, Querl.....esceee+++2900 Dodier 
Herman Junghaus .........-.-Collinsville 
Ruth Hallerberg .........3925 Sullivan 
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PAGE 6C —— 
; | , S.N.R. Late That Night (Copyright, 1934.) 
Toonerville Folks—By Fontaine Fox (Copyright, 1934.) | 8 | g 
| [LOOK AY THOSE ) I BELIEVE THAT, WHEN Lo) : 
_— - = MORNING|| |CABLES C/ACLING RELEASED, THAT B/G 
DEMONSTRATION OF EDDIE MEYER’S NEW IDEA FOR FRONT DOORS. paret enti THAT BIG ROCK ROCK SLIPS INTO THE 
, s aoce AND FASTENED STREAM AND PARTLY DAMS geese 7 oN 
7H BACK THEREIN Pr j IT $0 THAT IT BECOMES VOL. 84. No 
FORMATIONS THE PINES! Bs WIDER AND SHALLOW —— ae 
ACROSS THE : ENOUGH TO FORD— Abn jp : 
TURBULENT THATS SHOR } 4 ed : 
RIVER NEAR PECULIAR! , ae | * 4 
a : a >. -— 
MAKES A If 4 = 4 HV 
STARTLING =— 4 % he > 4 
DISCOVERY. 3 — =a <4 agp, | 
| el » | , —— Rai) Coal 
a Uy \f . i \\V eee | LATE THAT NIGHT WHEN THE LITTLE CAmp VISITING F 
| <a / | . i») } ~{ a — HAS BEEN LONG ASLEEP A STEALTHY F/GURE 7 
138: 3 —— =a | \ 4 a —~ ei SR I$ OUTLINED AGAINST THE DOOR OF THE TENT. 
Ddiientethinimetaemmamnelal : = _- a at ke - Ee ; ” j ie — 


Skippy—By Percy L. Crosby W hat a Marble! (Copyright, 1934.) 


ALL SeT? NOW REMEMBER, THE ONE 2— a = 
WHO GETS THIS MARBLE WINS THE PRiIze L $ ONE, TWO, THREE— DIVE | 
OF FIVE CENTS. ANO NO MONKEY BUSINESS, CLs — 


Edna Booker, D 
Slain Negro | 
—— Testifies Wom 


LOOK , I FOUND ley Case We 
AHALF A 


pat, 
“ my ~ ee 
<P + Ta mh J 
bai) oe 
ee he nee stghien nate Do porte a * 


panied by Ros 
Davit. 


PRISONER ALS 
GIFT FI 


Witness in Deps 
lates Callers P 
Help Her Get 


Jane Arden—By Monte Barrett and Russell Ross erro? Segar The Ghost Talks (Copyright, 1934.) 


(Copyright, 1934.) 


' HE WONT LAST LONG WHAT EVER TT 1S AW, IT'S JUS' A and Spoke 4 
_ HE STAIRS arpa Agha Tye, | Fok ALTEYGRTOR — John C. John: 
BURA _ ’ 5 oii aT | T . 
MPLODING ING ». OF THE WATER HOLES AND IN THIS WATER: ON ARF! ARF! | FEARS NO nes SROVGRT 
SHELLS THEN ONE OF MY. ACCOUNT OF SUMPIN'S MAN, BEASK OR AMINAL : ‘ 
FIRLOM HE PETS TRYIN’ TO CHEW. EXCEP’ GHOSKS Mrs. Nellie Tipton 
rae en / ME LEG OF ss oe ie SHE named as an acquain! 
a sae Davit and Angelo FR 
7 co-defendants in the k 
pant eggs ing case, in a depositi 
MEARBY terday at Clayto nby | 
HOUSE — life-term convict and 
WOMANS VY lak “aoe Seen, en lL Ce A Oe ee ee ee ee ee, ee Ons es SE ness, whose testimons 
pe ahr to been kept a closely 


cret by the prosecutic 

The witness is the 
John C. Johnson, ! 
fendant who was mu 
machine-gunner last ! 
he had confessed thi 
Kelley was held capti 


Charles County farm 
had. named Davit, Ro 
Felix McDonald as am 

ee sicilans captors. 

; She was brought to 
. : . . stand on a court orde 

i The Bungle Family—By Harry J. Tuthill Not Guilty! (Copyzight, 1934.) the defense lean 
| Pr fore the scheduled op 
| | I'M NOT EXACTLY NERVOUS ALL IKE CAN PROVE ‘ 1 WANT TO SEE IKE ANOTHER THING THAT HA, YOU'D BETTER NOT : . Kelley kidnaping trial 

T THER HAND MESS. THE BIGGER THE *, T CHAIR MAKES AS MUCH NOISE AS WORRIED ’ 
BUT ON THE O GUILTY OF BEING ‘ TRYING TO| | NOISY LAWYER. I THAT TRIAL. I KNOW ' ' Judge Nolte at Clayto 
} I REALIZE THAT A CROWD IN THAT COURT snacne oe: A RIVETING MACHINE UM INNOCENT 

f | GET tT— GIDDY WOMAN LIKE TOO GOOD TO | | ROOM THE BETTER TESSIE THINK UP ; L FIX BUT BOTH GET| | RELATIVES, AND IT OF EVERYTHING Important Pol 

re a = RELATIVES. | | WILL ENJOY SWAGGERING ANSWERS TO] | THINGS SO THAT RESULTS.| | SOUNDS SORT OF gate ; inte a 
ALIFE NET— a TESSIE MIGHT ay 28 UP TO THE WITNESS MY LAWYER’S | |EVERYONE WILL GET -| | SILLY, BUT USUALLY a nee smportent ae 
| BUT You 69 a ee ee : | STAND. 2 QUESTIONS,| | THE IMPRESSION HE'S THEY NEVER mangling onet Mra 
APENM STREDNG TIE ONE END TO [& et COURT | | a —>~ | | JUST AN ASSISTANT FORGIVE : a\by Dacia 

THE FENCE —-!ILL sy wx] | FOR THE LAWYER ANY . ! panied by Davit an 

ENOUGH TO ANYTHING . ONE . We : 
AO Res ON THE ; visited her in Jefferso 

HOLD rr? HELP YOU HOLO WHO DOES ra | : 

A , THE OTHER / Oren THEM A ~ = itentiary in August, 
N a itaiietineee o, = that during the Cc 
: . bs ~ eS 3 ma | ra \¥ Mrs. Muench mention 
- : ee mm : as speaking “of you & 
HEE SHE 4 ry wos . Sones That prior to the 
COMES a Ly - " < s : # “. : 4 sen > . Muench sent her a he 
“a aoe Se J Wee 2? a OL ) BR ES e *. . % al That on three othe! 
es, yest : : Wis ‘\ Davit, Rosegrant and 
’ aes +8 aZ o accompanied Johnson 
e & 2s. <e Ef : | | daughter in prison, % 
*s 3 , was stated on thes 
“ _ rie: they were helping J 
ee ee: ee eee ltt her out of the penite 


That Rosegrant, 
knew as “Mr. Smith 
Johnson was employe 

That Rosegrant, Me 
te oe Davit all gave her sm 

; ; money during their 
Bringing Up F ather—By George McManus (Copyright, 1934.) That Rosecrant am 
call on him for necess 

way of clothing and | 


o- Ly } ¢ ae he had a store In | 

NY TL? (0? OM, YES-HELLO-MISS MARY MENT: ne and that he had set 

Ss & \ At : YES: MAGGIE JUST WENT OUT es Tie wes gifts from time to tit 

4 | THE DOOR TO GET HER NEW se se a te That Rosegrant on 
JANE ARDEN PAPER DOLLS FREE—Jane Arden herself and] |] [SS SN a cry A Oe ee TE | rosea sHERLock Ko 1 her that he would & 
eight complete costumes to cut out and color. Any child may obtain DOWN = HOLD THE'PHONE FOR i SJ HOLMES TO SEE! | = pis Be Bie 
paper dolls FREE. Address Jane Arden, Post-Dispatch Circulation eect ‘te VLL SEE IF I KIN J THAT SHE DID e ee : 3 Le with “a cozy Coen 
Dept., enclosing 2 cents, stamps or coin, for mailing. | . * et ER- —— : eB | Sst ss . ps =iiany >} FB . out of the penile 
GARAGE — | | N oe ago = ae Not Asked for I 

Ch f Si; Sh M ‘ nag 4 Il ‘ Hii} { = eae The witness was fi 

A Chance for Sling-Shot Makers MM il __¢ ) defense lawyer aa 


Ion as to the reason 
these visits as she ow 

In his confessien, i 
membered, Johnson ré 
met Rosegrant, Davit 
ald in the summer of | 
leased some ground & 
St. Charles County fat 
the three set up and 


-o-o- oe = 


BY ARTHUR “BUGS” BAER 


I F MUSSOLINI is starting his boys to fight at the age of 8, then 
he has guessed the right figure. 
ae * 


» 


The idea is to train them young and tell them nothing. That's 
the age of the motion picture public which seems to be the logical 
opponent. 


! * * * eo io ica whisky still. He said 

This new kind of war will not be so terrible if victory consists in : 19-2 ' for them around tia 

: ing sugar, mixing mash 
walloping the tar out of the on on ne next block. and that on the night 
It will give the munitions manufacturers a rest while C ‘ ost, they brought Dr. 
investigates the propaganda of the makers of marbles “kites ane aa z oe ntti : mea 
spinning tops. § a. gn tifi 
coe 8 tay of Execution (Copyright, 1934 > lane tae 

tt — given us the answer to treaties. Anybody : - the teeny 
y oo old for old-fashioned combats. IF You HAD THE MAP AND THE ONLY MAP I 4 Just THis! iF im : exhibited to her, she 

, Teelbune “Au peawn )> Shee” || HERES Yo snow Sr Soe. [ ie wens team ato Vt | weeems cake e's] weir Oash wv] If Ste «neat ion 

| MILLION DOLLAR TRE OPLIGHTS | ur 

UP FOR YOU, WHERE : AT HAD TATT ASURE MAP US ALive ! an! der that name. M 

WOULD ‘YOU course! || present? ¢ HeARTY’S GOOD = FOR- KINDA, SHABBY- LIKE / DELIBERATELY /] | SHARKS AIN'T See, Tov referred to as “Mr. 

KEEP IT? NOTHIN’ CHEST ! WHAT INFESTED WATERSS SHARK FUSSY WHAT AS HES ‘ALIVE "Sra. deusneye aa 

ARE YOU DRIVIN' AIN'T GONNA THEY’ RIP AND _/ THE TREASURE MAP Into vebtesdenta 

ms Lniand, WILL BE INTACT--- J. Rowe Jr. coum 

A ‘eee a 1 who asked Edna Bo 

Aj 4 . / new her. The witness 

i\ , s A OREAM "4 She did. ; . 

V4 +. ay “I saw her,” the wil 


im fl xI\ 


ued in reply to furthi 
“when she came to thé 
a in 1932. It was in Augi 
= TTT) ataaanae have been about Aug. 1 

. \ it was with her, and Dav 
Y - Yf | Beit _. She Quotes Mra. 1 
AN af - prea Tl | was out some plac 

NLU Ra Camserman Called and told there | 
‘ thy nA Pure- 
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PAUL NHN 


t went up on the por 
Conunued on Page 3, 


